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1.0 I 




This manual is intended to be used by serviae 
personnel who must perfcrm diagnostic tests on 
and repair cf the SW10 terminal. It is assumed 
that the technician is familiar with basic data 
communication techniques and normal SW10 
terminal operation. The following manuals 
should be consulted is conjunction with this 
manual: 


SWL0 USERS MANUAL 
TV fOUTCR MANUAL 


970004-001 

05018-001 


Only the domestic model of the SW10 is 
discussed in this manual. Differences between 
the domestic and international power supplys 
are ihown on schematic 720019 sheet 2. 


1.1 GENERAL 




The SW10 is a microprocessor (Z8) based 
terminal with a detached ANSI keyboard. The 
operating parameters may be modified by the 
operator during SETUP mode. 

The termiral allows the operator to serially 
transmit data to or receive data from a remote 
host CPU. The information is passed over a 
full djplex channel at selectable baud rates up 
to a maximum of 9600bps. 

The 12 inch (diagonal) screen is arranged in an 
80 column and 24 row format plus a 25 th status 
line. Each character is displayed as a 5x7 dot 
matrix on a 7x10 field. A non-interlaced 
(overlap) scan method is used to refresh each 
frame at a 60Hz (or 50Hz) rata 

Interfacing is thru a main port and a printer 
port. Both are rear panel RS-232C connectors. 
The printer port is a gated port which, if 
desired, allows data received from the main 
port to be passed thru the printer port without 
being displayed on the screen. 

The terminal operating parameters are changed 
from the keyboard. There are no physical 
switches. Figure 1-1 lists the changeable 
parameters. The underline condition is the 
state selected at time of manufacture. 


al QflraaHascKS 

—raaw 


KEKKftKP 


HEIGHT 

W3DIH 

EEPIH 

WEIGHT 

VCLTPGE/ERBQ 


11.5" (29on) 
13" (33cm) 

12" (30cm) 

22 lbs(10kg) 
105-135 Vac 


2.5" (6.4cm) 
17" (4Lcm) 

8" (20cm) 

4 lbs(1.8kg) 
50/60Hz 61 Watts 


TEMPERATURE (Q 5 to 40 Cper/-30 to 65 Stor 
HUMIDITY 5% to 80% non-condensing 

DISPLAY QBRaf raiKl'irH 

12" Diagonal 
8.25" x 6.25" 

1920 Characters 
80 x 24 + Status 
PBl(Gm) or P4(Vht) 
128 ASCII 
5x7 on 7x10 field 
Reverse Video Block 


SCREEN SIZE 
VIEWING AREA 
SCREEN CAPACITY 
DISHAY MATRIX 
SCREEN PHOSPHOR 
CHARACTER SET 
CHARACTER MATRIX 
CURSOR 
MAIN PORT 




RS-232C A^nchronous 
Selectable XCN/NOEF 
50 - 9600 Baud Full Duplex 
Space/Mark/EVer/Odd Parity 

HUNTER KRT INTHEACE 


RS-232C Asynchronous 
Screen Print 
Printer Controller Mode 
Handles HUNTER BUSY 

SEXHP MCBE EABMBBBS 


#01> 

MODE 

CNLINE/UOCAL 

#02> 

BAUD 

50 THRU 9600 

#03> 

PARITY 

SEACE/MARK/EVEN/CCD 

#04> 

MODE 

VTL00/VI52/PROGRAM 

#05> 

AUTO NEW LINE 

H/OFF 

#06> 

AUTO WRAP 

OJ/OFF 

#07 > 

LINE END 

sid/Dec 

#08> 

CURSOR BLINK 

OJ/off 

#09> 

CAPS LOCK 

CN/QFF 

#10> 

MARGIN BELL 

QtfOFF 

#11> 

SHUT 3 

l/ENGLISH POUND 

#12> 

PCWER FREQUENCY 

50/m. HERTZ 

#13 > 

HUNTER BUSY 

iow/Him 

#14> 

KEYBOARD 

1/2 

#15> 

EASSXHRU 

CNLY/DISPEAY 

#16> 

AUTO REPEAT 

O/0FF 

#17 > 

PROTECTED PRINT 

CN/OFF 

#18> 

AUTO XCN 

FNRRTF/nTSARTJR 

#19> 

LOCAL ECHO 

CN/CFF 

#20> 

KEY CLICK 

O^OFF 

#21> 

SLCW SCROLL 

CN/QFF 

#22> 

REVERSE VIDEO 

CN/QFF 

#23 > 

BRIGEHNESS 

1 THRU 16 (8) 

Figure 1-1 SW10 Specifications 
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MONITOR FRAME 
PART NO 620038 


FRONT BEZEL 
PART NO 03584-001 


i 

i 


i 

i 


i 

i 


i 


i 

i 


i 
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POWER PANEL 

ASSEMBLY NO 660021-OOX 
SCHEMATIC NO 720019 
PARTS LIST NO 660021-UOX 


REAR HOUSING 
PART NO 03579-001 


MONITOR 

ASSEMBLY NO 890001-OOX 
SCHEMATIC APPENDIX A 
PARTS LIST APPENDIX A 



TERMINAL CONTROL BOARD 
ASSEMBLY NO 750019-OOX 
SCHEMATIC NO 750019 
PARTS LIST NO 750019 


FLYBACK TRANSFORMER 
PART OF ASSY 890001-00X 


MONITOR CONTROL BOARD 
PART OF ASSY 890001-OOX 


KJSiBQARD COVER/BEZEL 
PART NO COVER 03585-001 
PART NO BEZEL 03599-uOI 


keyboard cable keyboard, p.c. board 

PART NO 900006 ASSEMBLY NO 750002-00X 

SCHEMATIC NO 750002 
PARTS LIST NO 750002 




Fifflure. . Illustrated Parts Breakdown 
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& TEST AIDS 


This section describes test procedures that nay 
be used to check the operating condition of the 
terminal. They may also be used to isolate 
failures to the terminal, the modem, or the 
transmission lines. 


Each time a parameter is changed and saved, a 
new checksum is calculated and stored. 

If an M/M error is detected, a set cf default 
parameters will be entered into the M/M. This 
allows the operator to trouble-shoot the 
terminal with a known set of conditions. These 
default conditions are listed in Section 1. 


■2aJL— PQMittOK AUTOMATIC 'iKfflti 

When power is applied the terminal will perform 
a series of five internal diagnostic test to 
determine the condition of its ROM, RAM, and 
NVM circuits. If an error is detected, the 
testing will stop and an error message will 
appear on the status line indicating the nature 
of the problem. 

a. ROM TESTS 

The RDM contents are read out and a checksum is 
calculated. This number is compared to a 
previously stored checksum. If the numbers 
match, the test is successful. 

b. zajEE S T 

A block of RDM is written into the 128 bytes of 
Z8 RAM. A bit by bit comparison of the ROM and 
RAM is made. 

c. J M lJ ffi SE 

This test checks the condition of the 2K of 
display RAM by writing a block of ROM into the 
RAM and making a bit by bit comparison at each 
msnory location. 

d. RAM 2 TEST 


MESSAGE 


MEANING 

Error: 

ROM 

Checksum error 

Error: 

Z8 

Error in 128 bytes of Z8 
RAM 

Error: 

RAM 1 

Error in display RAM 

Error: 

RAM 2 

Error in scratch pad RAM 

Error: 

M/M 

Error in non-volatile 
manory 

Error: 

Oonrn 

Error in cormunications 
interface 

Figure 2-1. —Status Line Error Messages 


2*2 


OFF LINE mNFTTrara 1 




Place the terminal in the SETUP mode by 
pressing the <SETUP> key. Next, press the 
<SHIFT> + <D> keys. This loads the terminal 
with a known set of operating parameters under 
which the unit can be tested. These parameters 
will be displayed on the screen. Exit the 
SETUP node by pressing the <SETUP> key- again. 


Enter the command sequence ESC #8. The screen 
will be filled with "E"'s. Verify that each 
display location contains a character. The 
screen may be cleared by pressing <SHIET> and 
<HMT]DN>. 


This test checks the IK of scratch pad RAM. A 
block of ROM is written into the RAM and a bit 
by bit comparison is made at each memory 
location. 

e. JML.TEST 

The M/M (non-volatile memory) is essentially an 
electrically alterable ROM and is subjected to 
the same tests as the program ROM. The 
contents of the M/M is read and a checksum is 
calculated. This number is compared to a 
checksum stored in the NVM. If the numbers 
match, the M/M is successful. 


Exercise the terminal from the keyboard using 
all the upper and lower case keys, all the 
numbers, and all the special symbols and 
punctuation marks. Verify that the cursor 
control keys and the numeric pad keys are 
operating correctly. Perform carriage return, 
line feed, tab, etc., operations. Enter data 
into position 80 of line 24 to test for proper 
scrolling operation. 

The power up test can be started from the 
keyboard three ways: 

1. Fran the SETUP mode, press <SHIFT><I>. 
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2. Enter the sequence ESC [2;ly. This will 
cause the tests to be performed once. 

3. Enter the sequence ESC [2;9y. The test 
will run continuously, However, no beq? 
will sound after the successful completion 
of each test. 

MUTE: The continuous test will terminate 
only when an error is detected or when 
power is removed. 


2.3 . ON LIMB 


tlikS&SbZM 


B TROTS 


a. Main interface Tests 

The Main interface may be tested by 
installing a turn-around plug (shown in 
Figure 2-2) and invoking the Data Loop- 
back confidence test. Entering the 
command sequence ESC [2; U3y initiates the 
tests. Data is routed out pin 2 and 
received back in pin 3. The status line 
will display the message "WAIT", 
indicating the test is in progress The 
test will continue until a failure occurs 
or power is removed. As described above, 
a failure will cause an error message to 
be displayed on the status and the tests 
will be terminated. 

With the corrector in place, test all the 
function and control keys. Test all the 
commands listed in the Users Maiual in 
Section 3.3. If the data shown on the 
screen is the same as that being keyed in, 
the test is considered successful. 



printout to verify that the data was 
printed exactly as it appeared on the 
sc reel. 

The Print Controller mode may be tested by 
entering ESC [ 5F. This enables the 
Printer and disables data from being 
displayed on the screen. Next, ask the 
host to send back some known data. The 
data ^iould not be displayed on the screen 
but should be sent directly to the 
printer. The screen is enabled (and the 
Print Controller disabled) by entering an 
ESC X. 

2.4 ALTERNATE TOD-WRY TEST 

By using a cross-coupled cable, a two-way test 
can be conducted using a second terminal to 
simulate the host. Place both terminals on¬ 
line and connect the cable between the main 
ports. Data entered on one keyboard should 
appear on the screen of the other terminal. 


vjTD 


RO J , ! 

! ? 


-—^ 

! \ j RO 


TD 2 / 1 



- ! 

. V *0 DTR CTS 5 ✓ , 



- -V 1 

! V s CTS 

DSRs ✓ ! 

' y s DSR 


1 — , 
CD • ✓ 1 

! y • CD, 

-N 

DTR zo x . 

| v t 66 


-s. 1 

66 t ✓ ! 

1 / 


--1 


Fifiure 2-3._ Cross Coupler Cable 


2.5 FAULT ISOIATION 

This section is provided to assist the 
technician in isolating a terminal problem to 
one of the major subassemblies, i.e., keyboard, 
terminal control board, or monitor circuits. 
Refer to Figure 2-8 for location of the test 
points. 


b. Printer Interface Tests 

If a printer is attached, the printer 
interface may be tested by typing several 
lines of characters on the screen in some 
recognizable pattern. Perform the Print 
Page operation ESC [0F. Check the 


2.5.1 Keyboard 

The keyboard sends KRCW signals to the 
microprocessor circuits in response to KMUX 
signals. If only a few keys are inoperative 
the problem could be a bad KMUX, a bad 
multiplexer, bad keys, or a broken connection. 
Each KMUX waveform will be different but all 
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KROW signals will appear the same. The KMUX 
signals are always present but the KRCW signals 

appear only when a key is pressed. Consult 
schematic 720002. 

Figure 2-8 shows the location of the six power 
supply test points. These test points check 
the voltages at the output of their regulators. 
If the desired voltage levels are not present, 
refer to the power supply schematic. Trace the 
voltages back towards the transformer until the 
problen is located. 

2.5.2 Terminal Control Boa rd 

When power is first applied, the Sri'. L0 performs 
a series of internal diagnostic tests. These 


tests check the RAM, RCM, NVM, most of the 
microprocessor, and a large portion of the 
VTAC, If a problem is encountered an error 
message will appear on the status line 
indicating the nature cf the problem. 

The video data output of the terminal control 
board can be viewed at U3-12 (or J3-5). This 
is a complex signal whose wave shape will be 
dependent on the key being pressed Figure 2-8 
dhows a typical wave form. If the video data 
signal at U3-12 is present but the data is not 
being displayed on the screen, the monitor is 
probably at fault. Refer to the TV Monitor 
Manual (GTE# 05018-001) for a detailed theory 
of operation and other information regarding 
operation of the monitor circuits. 
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Transmitted Data (TD).. 


Received Data (RD). 


Request To Send (RTS).. 


Clear To Send (CTS).... 

. • . .-> 

Data Set Ready (DSR)... 


GROUND................. 

••••••• 

Carrier Detect (CD).... 



»•••••••••••• 

>•••••••••• 


MAIN PORT 
RS-232C CONNECTOR 


0 13 0 0 0 0 0 g 0 7 0 6 0 5 0 4 0 3 0 2 0 X 
® 25 ® 24 ® 23 ^ ® ^ 20 ® 0 37 0 0 0 0 34 


-Receive Current Loop.—>. 

-Transmit Current Loop.<— 

+Receive Current Loop.—> 

Data Terminal Read/ (DIR)..<— 
-(-Transmit Current Loop.<— 



Receive Data (RD).—>. 

Transmit Data (TD).<—. 

Request To Send (RTS).—>. 

Clear To Send (CTS).<—. 

Data Set Ready (DSR).<—. 

GROUND......................... 

Carrier Detect (CD).<—. 


• •••••< 

• ••••• 

• • • • • 


PRINTER PORT 
RS-232C CONNECTOR 


0 13 0 0 0 0 0 8 0 7 0 6 0 5 0 4 0 3 0 2 0 ^ 
0 25 0 0 0 0 0OR01Q0 0 0 0 0 


20"l£r 


Data Terminal Ready (DTR) .—>, 

Secondary Request to Send (SRTS)..—>. 


i 

J 


Figure 2=A* —SW10 Interface Connectors 
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◄-► 

.2us 


K- 5ms —I 


KMUX 0 
J6-3 


-H h- 


75ms 


9ms 


18us 


H h- 


.05ms 


Z8 CLK 
U26-9 


9ms 


KMUX 2 
J6-16 


~H K- 


lms 


KROW 5 
TP 6 


VIDEO DATA 
U3-12 


,5ms 


WAVEFORMS ARE FOR REPEATED UPPER CASE "H" 


Figure 2-6. _Typical Waveforms 
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3 J.. T flBQ KX, .Cfl.Q gg g m jQtE 

The Theory of Operations is divided into two 
sections. Tne first section is a general 
discussion of the major functional elements of 
the SW10. Tne second section is detailed 
circuit description of terminal operations. 
Product Specifications information for the Z8 
microprocessor is provided in Appendix A. 


Functionally, the SW10 is composed of four 
major elements. They are the keyboard 
assemDly, the terminal control board, the 
monitor assembly, and the power transformers. 
Figure 3-1 shows the basic flow of terminal 
signals and voltages between these components. 


3.1.1_Keyboard 

The keyboard is a typewriter style input device 
used by the operator to communicate with the 
terminal, the CFU, or any corrected peripheral 
device. The SW10 uses a scanning type keyboard 
which, utilizing commands from the 
microprocessor, sequentially interrogates each 
key position to determine if a key has been 
pressed. If a key has been pressed, the 
keyboard sends out the a signal to the 
terminal control board. 

The scanning technique allows two ke/s to be 
pressed at a time and still be sensed by the 
encoder. This is called "2-k^ rollover". 

The keyboard also contains the speaker for the 
ke/click and beil tone. 

332 Terminal Control Board 

The terminal control beard is a single EC board 
assembly that controls all display and 
communications finctions of the terminal. It 
contains a Z8 microprocessor for managing all 
terminal operations, video processing circuits 
for converting data into screen presentations, 
non-volatile memory (IVM) for storing the user 
settable operating parameters, and interface 
circuits for controlling terminal communica¬ 
tions. 

The terminal control beard firmware consists cf 


12K bytes of EFRCM for program operations, 2K 
bytes of RAM for display memory, and 1024 bytes 
of scratch pad RAM. 

323 Monitor Assembly 

The monitor assembly is mads up of three parts; 
the monitor control board, the flyback 
transformer, and the CRT (cathode ray tube). 
The monitor control board receives vertical and 
horizontal sync signals and video output 
signals from the terminal control board. The 
standard monitor is a conventional 12 inch P-31 
green phosphor CRT using a raster scan non¬ 
interlaced (overlap) refresh technique. (P-4 
white is optionally available.) A detailed 
description of the monitor assembly eperations 
can be found in the TV Documentation Manual 
(GTC# 05018-001). 

HA _Power Transformers 

Two power transformers are mounted on the power 
panel at the rear of the terminal. The 
transformers deliver stepped-cbwn PC voltages 
to the terminal control board where the 
voltages are rectified and regulated. Input 
voltages ranging from 100 volts to 240 volts 
can be accommodated by means of jumpering on 
the primaries of the transformers. 

3-2 DPmTT.FD TOTHRY OF OPERATIONS 

The following section is a detailed discussion 
of the operation of the subassemblies mentioned 
in Section 3J. These sub-assenblies are, in 
order of discussiorv the keyboard, the terminal 
control board, the monitor control board, and 
the power transformers. Terminal control board 
schematic set 720019 and keyboard schematic 
720002 should be referred to while reading this 
section. 

3.2.1 Keyboard Assembly 

The keyboard is composed of 96 keys arranged in 
a matrix which is under microprocessor control 
and is scanned to detect key depressions. 

Figure 3-2 is a signal flow diagram for the 
keyboard circuits. Schematic 720002 shows the 
keyboard matrix and scanning multiplexer. 
Keyboard scanning is initiated by the 
microprocessor. Data bits E0 through D7 from 
the microprocessor are applied to Function 
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MAIN PRINTER 
PORT PORT 



Figure 3-1. Sfrfl.0 Block Diagram 



Figure 3-2- Keyboard Scanning Sequence 
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Decoder #1 (U33 sneet 4) which generates 
keyboard multiplexing terms KMUX0 through 
KMUX3. These terms, applied to the column 
scanning multiplexer U48, are the hexidecimal 
equivalent of the keyboard column number to be 
scanned. U48, a 4 bo 16 decoder, selects one 
of the outputs KOQU through K0CL13, driving it 
low. This supplies a low to one side of all 
the key contacts in the selected column. When 
a key in that column is pressed, the 
appropriate row is driven low. The 
microprocessor is prepared to receive inputs 
frail the KROW lines. Since the microprocessor 
knows which column is being scanned it will be 
able to determine which key was pressed when it 
senses one of the KRCW lines going low. The 
KCOL outputs are selected in a sequential 
manner and only one of these lines is low at 
ary given time. 

As an example, assume that KMUX1 and KMUX2 are 
high and the other two inputs are low. This is 
a hex six and output KC0L5 at U48-6 will be 
driven low. This low is presented to keys B, 
V, C, X, Z, \, KIN, and '. If the Z key were 
pressed, KROW3 will go low. This low-true 
signal will be sent to the microprocessor. The 
microprocessor will perform a look-up in a ROM 
table and determine that a KMUX1 and KMUX2 plus 
a KROW3 is equivalent to an ASCII character 
lower case z. 


3.2.2 Terminal Control Board 

Figure 3-3 shows the terminal control board 
divided into 15 functional blocks. These blocks 
are: 


[1] Address Initialization Circuit 

[2] Microprocessor circuits 

[3] Program TKCM 

[4] Scratch pad RAM 

[5] Display RAM 

[6] Video timer and controller (VTAC) 

[7] System Clock 

[8] Row buffer 

[ 9] Video generator 

[10] Function Decoder #2 

[11] Function Decoder #1 

[12] Ncn-Voilatile Memory (IWM) 

[13] Interface Circuits 

[14] Bell amp 

[15] Power supply 


The keyboard and the monitor are not part of 
the terminal control board, but are shown on 
the drawing for data flow information only. 
The signals shown on Figure 3-3 are the major 
signals. Additional information may be 
exchanged between blocks. 

[1] ADDRESS 3N3TIAL3ZATTDN CIRCUIT (Eh 3) 

The Z8681 used in the SW10 requires a starting 
address of 800 instead of 00. Therefore, the 
reset pulse must be applied to U12 for six 
clock pulses to allow the microprocessor to 
step to the proper address. The delay circuit 
consists of Q10, U40, U48 and associated 
components. 

When power is first applied U40-6 will be held 
low for a period of time determined by C55 and 
R50. This low will cause a hi at U48-2 and a 
corresponding low at U48-6 and U48-4. The low 
at U48-6 is applied to UL2-6. The low at U48-4 
allows 063 to charge, keqping Q10 turned off. 
When C55/R50 times out, U40-6 will go hi, U48-2 
will go low, and U48-6 will go hi, removing the 
ground from U12-6. U48-4 will also go low 

allowing C63 to discharge and turning Q10 on. 
U12-6 will go hi. Zener diode CR5 provides 
voltage protection for UL2. 


[2] M3CRCER0CESS0R (Sh 3) 

The heart of the SWL0 is the Z8 microprocessor. 
It controls all of the input and output 
operations of the terminal. Under program 
control, the microprocessor will fetch data, 
execute instructions, and respond to the needs 
of various terminal circuits. The Z8 fulfills 
the need for high-speed data handling by having 
32 ports dedicated to input/output operations. 
The 32 J/0 pins are arranged into four ports of 
8 lines each. Under program control, these 
ports provide address, timing, and status 
signals. The SW10 uses Port 0 as the high 
order memory address output. Port 1 is a 
combination data I/O and low order memory 
address output port. Port 2 is used by two 
different circuits. It serves as a data input 
port for the keyboard and is the 3/0 port used 
by the NVM. Port 3 has four input and four 
output lines. The input ports P3-0 thru K3-3 
are used for communication input and for 
signaling the start of a video data transfer. 
The output ports, P3-4 thru P3-7, are used for 
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controlling memory I/O operations, 
oomnuiications output operations, and control¬ 
ling the bell. 

Hie microprocessor uses a 16 bit address bus. 
The high order address bits determine if an 
output operation will take place, if the VT5C 
will be selected, if a change in video output 
should occur, or if a specific memory 3C will 
be selected. The lower order address bits 
select the exact memory location 


The low order address bits, A0 through A7, 
appear at Port 1 of U12 and the high order 
address bits, A8 through A15, are on Port 0. 
The Z8 (U12) also outputs two strobe pulses. 
They are the Address Strobe Not (AS-) at pin 9 
and the Data Strobe Not (DS-) at pin 8. When 
AS- at Ull-11 goes high, the address bits on 
Port 1 are latched into Ull and onto the 
address bus. Since the high order bits are 
always present there is no need to latch than 
onto the address bus. 

The microprocessor circuits consist of the Z8, 
U12, tri-state buffer U21, latch Ull, plus 
decoder UL3 and its associated gates. 

U13 is a dual 2-to-4 decoder. The top half 
selects scratch pad RAM or display RAM. The 
lower section selects a specific manory element 
for the microprocessor to work with. Program 
Selection Not (PMS-) determines which section 
will be active. 

If the microprocessor wishes to access the 
scratch pad or display RAM, term PMS- will be 
low. This term, along with Data Strobe Not 
(DS-), provides an enable at pin 1 of UL3. If 
All and A12 are low the scratch pad RAM will be 
selected and SMO- at pin 4 will go low. If All 
is high and A12 is low, the display RAM will be 
selected and Display Memory Select Not term 
CMS- will be low. If A12 is high, neither 
output will be selected. 


When the microprocessor wihes to access the 
program memory, term PMS- will be high, and 
along with the Data Strobe Not (DS-) will 
enable the lower portion of U13. Table 3-1 
shows the procedure used in selecting a 
specific memory element. The selected PROM 
will be output enabled at pin 20. 


1 INPUT 

PIN 

1 

OUTPUT 

PIN 



1 14 

13 

1 

1 

12 

11 

10 

9 


L 

L 

1 

L 

H 

H 

H 


1 L 

H 

1 

H 

L 

H 

H 


1 H 

L 

1 

H 

H 

L 

H 


H 

H 

1 

1 

H 

H 

H 

L 
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Port 2 is an I/O port used fcy the ke/board and 
by the non-volatile memory (NVM) circuitry. 
Tri-state buffer U21 is utilized for 
discriminating between information coming from 
the ke/Doard and information going to the M/M. 
The selection is determined by signal NVM 
applied to the anode of CR17. When this signal 
is high, microprocessor information will be 
salt to the M/M circuits. When signal M/M is 
low, the tri-state buffer is enabled, allowing 
k^hoard information to be passed thru U21 and 
on to the microprocessor. 


[3] HCGRAM HOI (Sh 3) 

The program memory consists of 12K of EPROM 
contaned in 4 ICs, U8, U9, UL0, and U4L. The 
address location of each ERCM is shown on the 
schematic. When the microprocessor wishes to 
access the program memory, all four EPROM's 
will be Chip Enabled (CE) by the write term WR- 
which is low during a read operation However, 
only one PROM will be Output Enabled (OE) as 
previously discussed. 

UL7 is a bi-directioral tri-state isolator that 
determines if the program manory data bus or 
the display memory data bus is connected to the 
microprocessor data bus. 


[4] SCRATCH PAD RAM (Sh 4) 

The scratch pad RAM is a section of manory in 
which the microprocessor tanporarily stores the 
information it needs to execute the control 
program. It consists of two 512 x 8 ICs, UL9 
and U20, for a total of 1024 bytes. The 
scratch pad RAM is selected when Scratch Memory 
Not (SMO-), applied at pin 8, is low. A second 
term, Manory Write Not (MWR-), cn pin 10 will 
determine if the operation is a read or write 
operation MWR- is a combination of Data 
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Strobe Not (DSy) and the write ccmmand signal 
WR-. If MWR- is low, data will be written into 
RAM. 

If MWR- is high, data will be read from scratch 
pad memory. Scratch RAM addresses come 
directly from the microprocessor and data out 
goes directly to the microprocessor. These 
memory elements are unavailable for use fcy ary 
other circuit. 

[5] DISHAY RAM (Sh 4) 

The display RAM (U27, U28, U29 and U30) is the 
portion of memory which stores the data to be 
displayed on the screen. The display RAM is 
accessable fcy the microprocessor and tide VTAC. 
The microprocessor can read from and write into 
the display RAM, but the VTAC can only perform 
a read operatioa When the microprocessor 
wishes to access the display RAM, the Display 
Memory Select Not term EMS- from UL3-5 (Sh 3) 
goes low. This signal, applied to U17-9, 
connects the microprocessor data bus to the 
display RAM data bus. If the microprocessor 
wishes to write data into display RAM, the 
write signal WR- at U17-11 will be low. If WR- 
is high, a read operation will occur. Z8ACC- 
will be low, connecting the microprocessor and 
display RAM aadress buses. Display Memory 
Select Not EMS- is also applied bo L6-4 and U6- 
4 where it is used as an enable for selecting 
the low order RAM U27 and U30, or the high 
order RAM U28 and U29. 

Normally the display RAM is under the control 
of the microprocessor. However, every tenth 
scan line, the VTAC must access the display RAM 
to fill its row buffers with the ASCII 
character information for the next line. At 
this time, signal IBWR- goes low, indicating 
that data will be altered into the row buffer. 
VTAC outputs A0 through All are the data 
address bits. The output of either U15-6 or 
U6-3 will be low, selecting the high order or 
low order RAM chips Since the VIAC can only 
read data from RAM, pin 10 of the RAM JCs will 
be high, inhibiting ary write operations The 
display data out is entered into row buffer U16 
(sheet 5). During this VTAC operation Z8ACC- 
is high, causing the microprocessor I/O buffer 
to be in a float state, therefcy separating the 
microprocessor and the VTAC address buses and 
allowing the Z8 to perform other tasks, such as 
keyboard scanning. 


[6] VIDEO TMHG AND CCNIRCL (VTAC) (£h 4) 

The VTAC generates all necessary video timing 
signals for the monitor circuits It also 
provides timing signals for the memory, 
buffers, and the dot gaieration circuits plus 
cursor and blanking signals The VTAC circuit 
is composed of U47 and crystal Yl. 


The VTAC contains three independent registers 
which store screen presentation attributes. 
The three registers determine where the top of 
page will begin, where the character row will 
begin, and where the cursor will be displayed. 
The registers are loaded in response to signals 
RA and RB which come from Function Decode: #2 
(UL8 sheet 5). These signals are generated fcy 
data outputs from the microprocessor. When A15 
(microprocessor output), A14 (VTAC select), and 
DS (Data Strobe) are true and RA and RB are 
true, the data on VTAC lines DA0 through DAll 
will be loaded into the VTAC registers. The 
microprocessor feeds new information into the 
VTAC regarding top of line, row start, etc. 


The timing outputs from the VTAC are the 
horizontal and vertical sync signals, vertical 
blanking signals, and scan line outputs. The 
horizontal sync and vertical sync are used to 
directly drive the monitor at the proper 
frequency. The vertical sync output, which 
determines the refresh rate of the information 
being displayed on the screen, is set by the 
50/60 Hertz input on pin 3. This pin is 
jumpered to either +5 volts or ground. The 
vertical blanking signal output from the VTAC 
is used to signal the microprocessor when a 
vertical scan has been completed. This 
essentially is an interrupt to the 
microprocessor which gives it the information 
it needs to determine at which pcant to do a 
screen scroll or memory change operation If 
the operation were performed in the middle cf a 
screen refresh sequence it would cause the 
screen to blink noticeably. 

The IC0, Id, IC2, and IC3 outputs of the VTAC 
are the scan line outputs. The screen is 
painted in a raster scan fashion Each line of 
characters on the screen is actually made up of 
a series of dots (see Figure 3-4). This scan 
line information from the VTAC is sent to the 
character generator. It allows the character 
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generator to keep track of which line is being 
scanned to insure the cnaracter generator 
outputs the proper dot pattern. 

The VTAC output signal CUR on pin 19 is true 
during the period of time the cursor is to be 
displayed. The VTAC keeps track of the current 
cursor location at all imes. The location of 
the cursor is determined by the contents of 
registers RA and FB. 

The VTAC provides timing signals to the display 
RAM, the display RAM buffer, and tne display 
data buffered latch. These very rapid signals 
must occur in an exact sequence to enable the 
passing of information from the display RAM bo 
the row buffer U16. From U16 it is gated on a 
character by character basis into the character 
generator for dot processing. Signal IBWR- 
(Line Buffer Write Not) allows the display RAM 
to be accessed and pass its inf or nation into 
the line buffer. The IBC signal (Load Buffer 
Clock) is used to move the information from the 
display RAM into the 8 bit wide, 80 bit long 
shift register. The LCGA signal (Latch 
Character Generator Address) latches this 
information into an 8 bit latch, U46, and on 
into the cnaracter generator. 

The VTAC circuit also contains the crystal 
oscillator. This is used to generate the 
12.2472 MHz dot clock signal used for strobing 
the individual dots out of the display 
circuitry. The dot clock output is also used 
in the dock generator circuitry. 

[7] SYSTEM CLOCK (Sh 4) 

The system clock is derived from a crystal- 
controlled oscillator operating at 12.2472MHz. 
The clock is an input into the VTAC for use in 
system synchronization. The dotdock output 
(pin 23) is buffered by U4 and fed into U26, a 
divide by two flip-flop. The resulting output, 
Z8CLK, is a 6.1236MHz clock with a 50% duty 
cycle. This is the clock frequency used by the 
Z8. 

[8] ROW BUFFER (Sh 5) 

The row buffer is composed of 80 bit shift 
register U16. Under the direction of the 
VTAC, it accepts a group of 80 characters from 
the display RAM and passes that data to the 
character generator. 


Li 


The VTAC (U47) addresses the display RAM (U27 
through IB0), retrieves the infer nation, and 
places it on the display data lines (ED0-ED7) 
to the row buffer. At the appropriate time the 
VTAC will output signals IBWK- (Line Buffer 
Write Not) and IBC (Line Buffer dock), which 
will gate the display data into the 80 bit line 
buffer U16. Once 80 columns of data has been 
entered into U16, the VTAC and microprocessor 
disassociate themselves from the display 
circuits and attend to other terminal 
functions. 

When the VTAC determines that all 80 columns of 
data has been transferred to the video 
generator circuits it will fetch a new group of 
80 characters from the display RAM and route it 
to the display buffer and the above process is 
repeated. 


[9] VIDEO GENERATOR (£h 5) 

The video generator circuitry accepts parallel 
inputs from the row buffer into the character 
generator. The output of the character 
generator goes to a parallel to serial shift 
register which outputs a stream of serial data. 
This data stream is acted upon by various 
attribute determining gates and flip-lops. The 
video generator circuit is shown on the top 
half of schematic sheet 5. 

U46, an eight bit register, accepts parallel 
data inputs from the row buffer. Signal LCGA 
(Latch Character Generator Address) gates one 
character at a time into the register. The 8 
bit ASCII word is then presented to the 
character generator U45. 


The character generator is a 4096 byte PROM. 
The data on address lines A4 through A10 
selects a particular character in the character 
generator. The character is formed by a 5x7 
dot matrix on a 7 dot by 10 scan line field. 
Scan line counter signals LC0, LC1, LC2, and 
LC3 determine which line is currently being 
scanned. The character generator will output 
the appropriate dot pattern for that particular 
scan line of the character. When Load Video 
Shift Register (LVSE) from the VTAC goes high, 
the dot pattern will be loaded into U44, a 
parallel to serial shift register. The output 
on pin 9 will be a serial data stream. 
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The clock at pin 2 of U44 comes fran LB 8-6 and 
is normally in step with the DOTCLK- applied at 
pin 4. Occasionally the character generator 
will output a cnaracter which requires dot 
slide. When this occurs, the least significant 
bit at pin 9 of the character generator will be 
high. This signal is applied to the D input of 
U39-5, the dot slide flip-fLcp, When term IVSR 
goes low the output of U4-2 goes high and sets 
flipj-flop U39. The resulting high output at 
pin 5 will inhibit EXCLUSIVE OR LB8 and pin 6 
will go low. Data can no longer be clocked out 
of U44. IRC (Line Rate Clock) will reset LB9 
again enabling U38. This action has 
effectively delayed the dot clock input to U44 
ky 3/2 clock time and consequently has delayed 
the output fcy 1/2 clock time. This results in 
the dots on that particular scan line being 
shifted ]/2 position to the right. This 
technique, known as dot slide, rounds off the 
corners making a more natural looking 
character. Refer to Figure 3-4. 

139-9 is an attribute flip-fLcp which can be 
set and reset on a character by character 
basis. Whan U39 is set, the attribute will be 
selected. What the attribute will be is 
determined ty the jumpering between E6, E7, E8, 
and E9, EL0, and til. If jumpers are installed 
from E6 to E7 and E9 to E10 reverse video will 
be the selected attribute. If the jumper is 
from E6 to E8 and E10 to Ell, half intensity 


will be the attribute. If the attribute has 
been selected, the output of U46-12 will be 
high. When LVSR (Load Video Shift Register) 
from the VTPC goes high, the attribute flip- 
flop will set. If the E6 to E8 jumper is 
installed, U39 being set will cause U3-2 to go 
low, placing R21 in parallel with the 
brightness determing resistor network R17 
through R23, thus reducing the selected 
brightness ty half. If LB9 is set and E9 is 
jumpered to EL0, the output of the attribute 
flip-flop will be entered into EXCLUSIVE OR 
gate U38 pin 9. The serial video data stream 
is entered into U38-10. As long as pin 9 is 
high the LB8 will act as an inverter, therety 
reversing the video output at pin 8. When 
flip-flop U39 is reset, pin 9 of U38 will go 
low and the video data stream at pin 10 will 
pass through LB 8 unaffected. 

Function Decoder #2 (U18) outputs a reverse 
video signal (R/ID-) which is used to reverse 
the video presentation of the entire screen. 
When RVID-, applied at U38-1, goes low, 
EXCLUSIVE OR LB8-3 will operate as an inverter, 
resulting in the video data being presented as 
dark dots on a light background. 

The cursor is displayed as a block 8 scan lines 
high and one character wide. LC0 and LC3 at 
UL4-2 and UL4-1 are line counting signals which 
indicate the line being scanned. When the CRT 
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beam is positioned correctly to display the 
cursor, the VTAC will output signal CUR. This 
signal is entered into U25-5. Signal CBLINK- 
from U18-15 will be a constant high if the 
cursor is to be non-blinking. CBLINK- will 
change at a 1 Hz rate if blinking is desired. 
It is gated with the line counting signal and 
ANDed with signal CUR. The output at U25-6 
will be a cursor signal blinking at a 1 Hertz 
rate. 

The video blanking portion of the video 
generator circuit is composed of flip-flcp U26- 
6, buffer U5-11, and inverter U14-8. The 
purpose of the video blanking is to prevent 
flickering or apparent changes of information 
on the screen when data is being clocked into 
the video shift register U44. The IVSR sigral 
that load enables the video shift register also 
sets video blanking flip-flcp U26. The false 
input at pin 6 is buffered, inverted and fed 
into U14 -j 2 where it interrupts the video data 
out. 

[10] EUNCTIDN DECODER #2 (Sh 5) 

Function decoder #2 is composed of IU8 and its 
associated gates and inverters. This decoder 
determines the brightness level of the screen, 
selects normal or reverse video, puts the 
cursor in its solid or blinking mode, and 
generates two signals to be used ty the 
for video presentation. 

When power is first applied, the reset signal 
RSE2- at pin 1 will set all of UL8 outputs to a 
low state. The level of input bits D0 through 
D7 will be determined ty the microprocessor. 

If output command bit A15 and the attribute 
selection bit A13 are true, then U15-11 is 
enabled. When strobe term DS- goes true, a 
clock pulse will appear at UL8-11 gating the 
input data into the decoder. The decoder 
outputs on pins 2, 19, 5, and 16 drive four hex 
inverters which form a variable voltage divider 
network with 16 possible outputs. If all four 
decoder outputs are low, only E22 and R23 are 
in the divider network. Video amplitude signal 
VAMEL will be at its highest level. When one 
or more of the decoder outputs goes high it 
places additional resistance in parallel with 
R23 reducing the level of VAMEL The reverse 
video output RVID- is sent to the video 
generator logic. When fVID- is true the video 


presentation will be dark characters on a light 
background. 

CBLINK- is the cursor blink command. This 
output from pin 15 also goes to the video 
generator circuits. The signal level is under 
microprocessor control and causes the cursor to 
blink. 

The last two outputs, RA and RB, are sent to 
the VTAC where they are used to change the 
screen presentation or move the cursor. 


[11] EUNCTICN DECODER #1 (Sh 4) 

Function Decoder #1 consists of U33 and NZM) 
gate U7-6. 

The function decoder accepts data inputs from 
the microprocessor and develops signals which 
determine the keyboard scanning sequence, 
decides if the NVM should be enabled, 
determines the direction of data flow through 
the communications ports, and generates a 
Request-to-Saxi signal. 

When power is first applied to the terminal, 
reset term RST2-, applied at pin 1, will set 
all of the decoder outputs lew. Ihe micropro¬ 
cessor will establish the level of input data 
bits D0 through D7. NAND gate U7-6 supplies 
the clock pulse for the decoder. A15 at U7-3 
will be high when the microprocessor widies to 
output data. A12 at U7-5 will be high when U33 
is to be the output device. When data strobe 
signal DS goes low, the clock sigral at pin 11 
will go high , and the data on the input lines 
will be gated into the decoder. 

The first four outputs, keyboard mux terms 
KMUX0 through KMUX3, are used ty the ke/board 
to scan the fourteen columns of the keyboard 
matrix. 

The output at pin 6 is NVM-. This signal 
enables the non-volatile memory circuitry. 
Refer to paragraph [12]. 

Outputs COMl and COM2 are used by the 
communication ports to determine tne routing of 
transmitted and received data. Refer to 
paragraph [13]. 

The final output is the Request-to-Send signal 
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RTSl. This term is sent out the main port 
announcing the desire of the terminal to 
transmit data. 

[12] N^VCLAITLE MEfORf (M/M) (Sh 3) 

The NVM (non-volatile memory) stores the 
operating parameters for the terminal. When 
the terminal is turned on the contents of the 
M/M is fed into the microprocessor UL2 which 
uses this data to set the initial operating 
condition. 

The use ot M/M otfers two advantages. First, 
since it is an electrically alterable device, 
changes can be entered from the keyboard, 
eliminating the need for mechanical switches. 
Second, since the memory is non-volatile, the 
contents of the EPROM are not lost when power 
is removed. 

The non-volatile memory (NVM) circuitry is 
composed of Q6, Q7, Q9, 6 line buffers (U35), 
and NVM IC U22. U22 is a 336 bit (21 x 16) 
electrically alterable ROM (EAROM). This 
device stores all the operating parameters of 
the terminal. 

Q9 is normally orv applying a ground to U22-3 
and preventing the clock pulse from entering 
U22. Q6 is normally off, so term M/M is low. 
This low signal, applied to U21, allows the 
keyboard data to be passed thru to the 
microprocessor. Q7 is also off so the -20V is 
not applied to U22-1. 

When an M/M operation is desired, term M/M- 
from Function Decoder #1 (U33, sh 4) will be 
low. This signal is applied to the junction of 
R44 and R46. At this time, three things 
happea First, Q9 turns off and removes the 
ground from pin 3 allowing the clock pulse to 
enter U22. Secondly, Q6 turns on making term 
M/M true. This signal is applied to the tri¬ 
state buffers where it blocks the keyboard 
inputs and allows the microprocessor to write 
data out to the M/M. Third, Q6 turning on 
causes Q7 to turn on, applying -20V to U22-1. 
CR17 and K38 in the tri-state circuits protect 
UZL from ary large negative spikes which may 
pass thru the base-emitter junction of Q7. 

Since the M/M uses unusual voltages (-20v and 
+10v) its input and output lines are connected 
to CMOS line buffers. These buffers are 


capable of withstanding the negative spikes of 
the M/M. Diodes CR19 and CR20 provide 
protection for the sending and receiving 
devices. When writing information into the 
M/M, the D/A line is driven negative and CR20 
passes this signal into the I/O port, pin 8. 
When reading information from the M/M, a low- 
going pulse passes through CR19 and U35 to the 
RD line of the microprocessor. The dock and 
circulation control signals CL, C2, and C3 are 
also buffered by U35. The levels on Cl, C2, 
and C3 determine the type of M/M operation that 
will occur, i.e., ERASE, READ, WRITE, etc. 
Refer to Appendix A for M/M specifications. 

[13] INTERFACE OROJITS (Sh 5) 

Interfacing with external equipment is 
accomplished through RS-232C communication 
ports. Serial data is received and transmitted 
through conventional receiver and driver ICs 
for EIA signals and through optically copied 
isolators for current loop signals. 

Two dual 4 to 1 multiplexers are used to 
determine which port will be connected to the 
microprocessor I/O. Two communication signals, 
CDM 1 and COM 2 from Etmetion Decoder #1 (U33 
sh 4) determine which input in the multiplexer 
will be connected to one of the outputs. The 
chart on sheet 5 shows the condition of the two 
communication signals in various modes. 

When the host is sending data to the terminal 
it is received at Jl pin 3 where it is routed 
through U23-11, an RS-232C receiver chip which 
converts the +12V and -12V signals into 0 volts 
and +5V respectively. The 0 to +5 varying 
signals will be fed into OR gate U15-3. The 
output will be sent to 4 inputs on U43. If the 
data is to be used by the terminal only, CDM 1 
will be high and OOM 2 will be low. This will 
cause the received data to be routed out pin 7 
of U43 and on to the microprocessor. 

If the terminal is in PASSTHRU DISPLAY mode 
where data will be displayed on the screen and 
also be routed out the printer port, CDM 1 and 
CDM 2 will both be high. Now, in addition to 
the data being routed out pin 7, it will also 
be routed out U43 pin 9. It enters level 
shifter U36 and goes on out printer connector 
J2. 

The transmitting of data from the terminal is 
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handled in a similar fashion. The data is 
entered into L25-12 and applied to U42 and U43. 
If the PASSTHRU mode is turned on or if the 
buffered printer is selected, the data will go 
out U43 to J2. If the terminal is in NORMAL 
transmit mode the data will be routed through 
U42-9, thru level shifter U36-11, and out Jl 
pin 2. 


The current loop receivers and drivers are 
optically coupled isolators. These isolators 
are operated by a current passing through a 
light emitting diode which is internal to the 
MCT 210 isolator causing it to light and 
activate an internal photo transistor. When 
current passes through the diode and the light 
activated transistor is stimulated, current 
flows through the collector to emitter 
junction. U37-4 will go high whenever current 
is being passed through the current loop 
received section. Diode CR22 is provided to 
allow a closed currant loop to occur when the 
current source is applied in a reverse 
polarity. 

The currant loop output stage operates very 
similiary to the receive stage. In the 
transmit circuitry, when data is present at 
U42-9, level shifter U36-8 drives the light 
emitting diode in L24. When pin 4 of U24 goes 
high, Q5 is turned off and current does not 
flow through the transmit portion of the 
currant loop. 

When a jumper is inserted between E31 and E32, 
the SW10 will act as the currant source. If 
E31 is jumpered to E32, the terminal will sink 
current. 

As discussed in paragraph [31] the signals RES 
(Request-to-Send) is raised by the 
microprocessor when the terminal desires to 
transmit data. It is entered into U36 where 
its 0 and +5 volt levels will be changed to 
plus and minus 12 volts, respectively. 


[14] BELL AMP (Sh 4) 

Q8 is the Bell amp. It is used to drive the 
audio transducer on the keyboard. The 
microprocessor outputs a BELL signal at pan 40. 
Whan this signal is low, QB is forward biased 
an! +5V is applied to the + side of transducer 


LSI, causing it to beep. The speaker is 
mounted on the keyboard PC board. R39 is a 
currant limiting resistor and CR18 protects QB 
against negative spikes. 


[15] POWER SURELY (Sh 2) 

+5 Volt Regulator 

The +5V regulator section is composed of a full 
wave bridge rectifier, linear voltage regulator 
UL, drive transistor Q2, and p>ast transistor 
QL. 

The PC from the secondary cf TL is rectified fcy 
CR1 through CR4. The rectified output is 
filtered ty Cl and fed to the unregulated input 
of 01 and to the emitter and collector of Q2 
and Q1 respectively. R5 and R7 form a voltage 
divider network between the +5 volt regulated 
output and ground. R6 and R52 are trimming 
resistors selected at time of manufacture. If 
the regulated output should drop below +5V, the 
decrease in voltage would be sensed by the 
divider network and coupled to Ul-6, the 
feedback terminal of the linear regulator. As 
a result, the booster output voltage at Ul-2 
would decrease, causing drive transistor 02 to 
conduct harder. This in turn causes pass 
transistor Q1 to conduct harder bringing the 
+5V output back up to the desired level. The 
inversed conditions would exist if the +5V were 
to rise above normal. 

R3 and R4 form another voltage divider network. 
This one is used for current sensing. If the 
current level is exceeded, U1 will enter a 
voltage feedback condition. R1 is a current 
limiting resistor. 

C5 is a filter capacitor. Additional .01 uf 
capacitors are scattered throughout the logic 
board for decoupling of the +5 volt supply. 

+15 Volt Regulator 

The +15V regulator functions identically to the 
45V regulator circuit. 07 and 09 form a full 
wave rectifier for this section Some of the 
circuit components are different, most noteably 
the current sensing resistors R10 and Rll. 
This allows a substantially smaller amount of 
currait to pass through the regulator before 
voltage folcback begins. 
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±L2 Volt Regulator 

Regulation of the +12V is accomplished by a 
78M12 3-terminal voltage regulator. Its input 
is the same rectified voltage used by the +15V 
section (approximately 18V) and the output is a 
constant +12V. C16 provides filtering and CR15 

provides negative spike protection. 

The -12V regulator, VR1, uses the -18V 
(approximately) which has bean rectified by CR6 
and CR8. It outputs a constant -12V which is 
filtered ty C14 and protected against positive 
spikes ty CR14. 

-20 Volt Regulator 

The -20 volts is regulated ty Zener diode CR13. 
CR10 provides half-way rectification. C12 is a 
filtering capacitor. RL5 is a voltage dropping 
resistor. 

+10 Volt Regulator 

The output of VR2, the +12V regulator, is 
applied across dropping resistor R16. Zener 
diode CR12 provides a constant +10V output. 
C13 is a filter capacitor. 

The -20V output and the +10V output are used ty 
the KVM circuits only. Due to the very light 
power requirements of these circuits, Zener 
regulation is adequate. 

1.2.3 Monitor Assembly 

The monitor assembly consists of three separate 
sub-assemblies. They are the CRT, the monitor 
control board, and the flyback transformer. 
Since GTC uses a variety of monitors, the 
following information is of a general natura 
A detailed theory of operations for a 
particular monitor is contained in the TV 
Monitor Documentation Manual (GTE Fart Number 
05018-001). 

Three signals are sent to the monitor control 
board from the terminal control board. These 
are the video data signal, the vertical sync, 
and the horizontal sync signal. The terminal 
control board also provides the +15 volts for 
operation of all monitor control board 
circuitry. 

The video data signal from the video generator 


Li 


controls the brilliance (intensity) of the CRT 
beam. When the video data pulse goes high, the 
associated inverting transistor on the monitor 
control board drives the CRT cathode more 
negative. This causes the beam to become 
brighter. Half intensity and reverse video 
control the amplitude of the video data signals 
and hence the brightness of the beam. 

The horizontal sync pulse is an output of the 
VTAC (schematic sheet 4) and performs two 
finctions. It generates the basic horizontal 
scan frequency of 15,750 Hertz. This 
horizontal oscilator frequency drives the 
flyback transformer which generates the 12000 
volt second anode voltage. The horizontal sync 
pulse also drives the horizontal deflection 
circuits which move the beam left and right on 
the screen. 

The vertical ync pulse, also an output of the 
VTAC, controls the top to bottom movement of 
the beam. The low level signal is amplified on 
the monitor control board and sent directly to 
the deflection yoke. 

1j2A Power Panel Assarbly 

The power panel contains the ON/OFF power 
switch, a line fuse, and two power 
transformers. The power panel is located in 
the inside lower rear of the terminal and is 
accessable ty removing the monitor and logic 
board frame. 

The two power transformers can accept an input 
voltage ranging from 100 volts to 240 volts. 
The power supply schematic (720019 di 2) shows 
the jumpering required for the particular input 
voltage encountered. T1 is a 25 watt 
transformer used to supply stepped-down AC 
voltages to the +5 volt rectification circuits. 
12 is a 40 watt transformer which supplies 
power for the remaining circuits. The PC input 
is a conventional 3-wire power plug. The 
ground pin is connected to chassis ground. The 
power switch and a 1 Amp fuse are in the hot 
line. 

The power transformers are located as far from 
the monitor as possible to minimize flux- 
density and eliminate swimming on the screen. 

The transformer must be installed in the proper 
orientation or magnetic interference will 
result. 
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33 WBCHKS 


A0-A7 

ICW ORDER BUS 0 THRU 7 

IC0 

LINE COUNT 0 

A8-A15 

HIGH ORDER BITS 8 THHJ 15 

Id 

LINE COUNT 1 

ACK 

ACKNOWLEDGE 

LC2 

LINE COUNT 2 

AS- 

ADDRESS STRCBE NOT 

LC3 

LIRE COUNT 3 

aux nm 

AUXILIARY DATA TERMINAL READY 

LOGA 

LATCH CHARACTER GEN ADDRESS 

AUX RECV 

AUXILIARY RECEIVE 

IRC 

LINE RATE CLOCK 

BELL 
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IVSR 

LOAD VIDEO SHUT REGISTER 

BRK- 

BREAK NOT 

NKR- 

METCRY WRITE NOT 

(BLINK- 

CURSOR BLINK NOT 

NVM 

NM-VCLATHE MEMORY 

CD 

CARRIER DETECT 

NVM- 
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CLK 
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PROGRAM MEMORY SELECT 

CLR TO SEND 

CLEAR TO SEND 

PMS0-3 

IROGRAM MEMORY SELECT 

a IN +/“ 

CURRENT LOOP RECEIVE +/- 

HUNT DATA 

HUNT DATA 

CL CUT +/- 

CURRENT LOOP TRANSMIT +/- 

RA 

REGISTER A 

(XML 

CCMMJNTCATICNS CNE 

FB 

REGISTER B 

CXM2 

OCPMUNICKTICNS TWO 

RCVD 

RECEIVED 

CIS 

CLEAR TO SEND 

RD 

RECEIVED DATA 

CUR 

CURSCR 

RECV DATA 

RECEIVE DATA 

D0-D7 

DATA BITS 0 THRU 7 

RSE. 

RESET 1 

D/A 

datvaedress 

RSEL*- 

RESET 1* NOT 

EA0-EA9 

DISHAY ADDRESS 0 THRU 9 

RST2 

RESET 2 

EC0-ED7 

DISPLAY DATA 0 THHJ 7 

RTS 

REQUEST TO SEND 

EMS- 

DISPLAY MEMORY SELECT NOT 

H73D 

REVERSE VIDEO NOT 

DOT CLK- 

DOT CLOCK NOT 

SMO- 

SCRATCH PAD MEMORY SELECT 

DSR 

DATA ST READY 

SEKR +/“ 

SHAKER +/- 

DS 

DATA STRCBE 

TXD 

TRANSMIT DATA 

DS- 

DATA STRCBE NOT 

VBLANK 

VIDEO BLANK 

ETR 

DATA TERMINAL READY 

VERT SYNC 

VERTICAL SYNC 

HQRZ SYNC 

HORIZONTAL SYNC 

VIDEO DATA 

VIDEO DATA 

HSYNC 

HCRIZCN1AL SYNC 

VSYNC 

VERTICAL SYNC 

KMUX0-3 

KEYBOARD MIX 0-3 

WR- 

WRITE NOT 

KRCW3-7 

KEYBOARD RCW 0-7 

Z8ACC- 

Z8 ACCESS NOT 

IBC 

LINE BUFFER COUNTER 

Z8CLK 

Z8 CLOCK 

LBWR- 

LINE BUFFER WRITE NOT 
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4J DISftSBBgy fumros 

This section contains information pertaining to 
the removal and replacement of the 
subassemblies. The SW10 can be broken down 
into seven major subassemblies. They are the 
logic board, the monitor, the monitor control 
board, the flyback transformer, the power 
panel, the keyboard, and the case. The 
following tools are required: 

#1 & #2 Phillips screwdriver 
needle-nose pliers 
3/8 & 5/16" socket or wrench 
Test lead with clips. 


Perform the following steps when disassembling 
the SW10. Disassemble only to the extent 
needed to test or replace a part. When 
reassemblying the terminal, reverse the 
procedures outlined in this section 

The SW10 does not require any routine 
maintenance. However, occasional removal of 
dust from inside the terminal, particularly 
around the CRT, will help insure trouble-free 
operation. Periodic cleaning of the sc real and 
case is recommended. Small scratches in the 
case can be removed with a fine ruttoing 
compound. 






JS&JHHLEBQi 


Him off the power. Utplug the keyboard, the 
data cable, the printer cable, and the power 
cable. 


Data/Printer Cables 
Power Cable 
Keyboard Cable 



I 
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Bezel Screws 
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To remove the frame frcm the rear housing, 
remove the four bottom mounting screws. 


Mounting Screws (4) 



Pull the frame out as far as possible. Reach 
in and inplug the transformer connectors J3 and 
J4 connected to the right rear and left rear of 
the logic control board. 



After unpluging the cables, pull the frame 
forward and free of the rear housing. 
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4.3 BBCWNG THE I/DGEC GCWHXj BQBBD 


Slide the logic board back far enough to expose 
the monitor connector J5. Urplug J5. 


J5 



I 
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* 
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* 

* 

* 


* 


* 



THE CRT ANODE MAY CONTAIN A STORED HIGH 
VOLTAGE. DISCHARGING THE CRT SHOULD ONLY BE 
PERFORMED BY QUALIFIED PERSONNEL USING 
INSULATED TOOLS. AIL GROXDS MUST BE CCMECHD 
TO INSURE PROPER AM) COMPLETE DISCHARGING. 


Clip one end of the test lead to the shaft of 
an insulated handle screwdriver and the other 
end to one of the CRT mounting brackets. 
Carefuly slip the tip of the screwdriver under 
the rubber anode cap. Touch the contact dips 
and hold in place for a few seconds to allow 
complete discharging of the CRT. 



Peel back the rubber cap. Using a pair of 
needle-node pliers, squeeze the contact dip 
together and lift the anode lead free of the 
CRT. 
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Remove the four comer mounting screws holding 
the CRT in the frame. Be sure the CRT is 
firmly supported when removing the screws. 
Avoid banging the neck of the CKF against the 
frane. 
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To store the CRT on a more permanent basis, 
place the CRT face down on a smooth, soft, 
surface to avod scratching the tube face. 
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4.6 . HMMM5 ffimm 

Using a 5/16" socket with extender, remove the 
six hex nuts holding the power panel in place. 
Lift the power panel off the moulting posts and 
free of the rear housing. 


Mounting Screws 


Mounting Screws 



Page 4-7 












SWIfl Maintenance Manual 


SKETCH 4 



* CAUTICN * 

* * 

* The CRT must be discharged before removing * 

* tiie monitor control board assembly. Refer to * 

* Section 4 A. * 
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THE MMEKR OMBCL BGMD 


Hie monitor control board is moulted to a metal 
plate which is attached to the frame by four 
screws. The flyback transformer is mointed to 
the underside of the metal plate. Both 
assemblies are removed at the same time. The 
flyback transformer may then be separated from 
the monitor control board assarbly. 


Mounting Screws 



To separate the flyback transformer from the 
monitor control board, unplug connectors CN3 
and CM. Remove the top screw and loosen the 
bottom screw. Slip the transformer off the 
bottom screw. 
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Flyback Transformer 
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Bezel Screws 


The keyboard bezel is held in place by four 
screws accessable from the bottom. The 
keyboard PC board is mcxnted with seven screws. 
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6.0 CART .FIR AND OCtKBCTCRS 

'fliis section stows the internal cables end correctors of the SW10. Connector wiring for the 
monitor control board to the CRT yoke, cathode and the flyback transformer are shown in the 
TV Monitor Manual (GBC #05018-001). 





J1 


J2 




MAIN 


ALK | 




FORT 


EE 1 



1 

FRAME Gt© (4A4) 

1 

FRAME GM) (4B4) 



2 

XM3T DATA (4A4) 

2 

ALK RECV (4EB) | 



3 

KBCV DATA (4AB) 

3 

PRINT DATA (4B5) | 



4 

RTS (4A4) 

4 

NC | 



5 

CES (4AB) 

5 

OS (4B4) | 



6 

NC 

6 

DSR (4B4) | 



7 

GND 4A4 

7 

GND (4B4) | 



8 

NC 

8 

CD (4B4) | 



9 

NC 

9 

NC | 



10 

NC 

10 

NC | 



11 

NC 

11 

NC | 



12 

NC 

12 

NC | 



13 

NC 

13 

NC | 



14 

NC 

14 

NC | 



15 

NC 

15 

NC | 



16 

NC 

16 

NC | 



17 

CL CUT + (4B4) 

17 

NC | 



18 

NC 

18 

NC | 



19 

NC 

19 

SC RES (4CB) | 



20 

DIR (4A4) 

20 

ALK DOR (ACB) | 



21 

NC 

21 

NC | 



22 

NC 

22 

NC | 



23 

a IN + (4EB) 

23 

NC | 



24 

CL COT-(4A4) 

24 

NC | 



25 

a IN - (5B4) 

25 

NC 


C © © + 

4 4 

+ + + ++©© ©IS | 

c © © + 

+ 4 4 + + ++ ©© ©13 J 


'«© © 

4 4 4 

+ + 4 4 4 © ©25 / 

\ 14 © © + 

+ 4 + + + + +© ©25 / 




J1 


J2 




Figure 6-1. 

Cnmntmi nation Ports 
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J3 

LOGIC BOARD 

1 

2 

3 

4 

5 


SIGNAL 

CHASIS GND 
NC 
8\fflC 
NC 
8VZC 




2D6 

2D6 

2D6 


TL 

POWER PANEL 


RED 

RED 


Figure 6-2- +5V Tran sformer to Topic Board 



J4 

LOGIC BOARD 

SIGNAL 

LOCATION 

12 

1 

18VBC 

2C6 

BLACK 

2 

18VAC 

2B6 

ORANGE 

3 

GROUND 

2B6 

YELLOW 

4 



NC 

5 

24VAC 

2A6 

BLUE 


Figure 6-3 . +15V Transformer to Logic Board 



J5 

LOGIC BQRH2 

1 

2 

3 

4 

5 

6 
7 


SIGNAL 

FRAME GROUND 
+15 

LOGIC GROUND 
VIDEO GROUND 
VIDEO DATA 
VEKTICMj SYNC 
HORIZONTAL SYNC 


O® 


• SlMKt 


6 

4 

10 

1 

3 

2 

5 



Figure 6-4. Logic Rnard to Monitor Board 
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P6 

KftME OF 

SCHEMATIC 

J1 

LOGIC KftFP 

SIGtRL 

uxmw 



1 

GROUND 

3A1 

8 

2 

KFCW3 

3D8 

10 

3 

MIG 

3Q 

14 

4 

KMLKL 

3Q 

12 

5 

SEKR- 

3AL 

18 

6 

NC 



7 

NO 



8 

NO 



9 

SEKRf 

3EL 

17 

10 

KRCW3 

3D8 

1 

11 

KR0W4 

3D8 

7 

12 

KRCW6 

3D8 

5 

13 

+5V 

3EL 

15 

14 

GROUND 

3AL 

9 

15 

KR0W2 

3D8 

4 

16 

MLK2 

3Q 

13 

17 

MK0 

3Q 

11 

18 

NO 



39 

NC 



20 

NO 



21 

NC 



22 

KRCWL 

3D8 

2 

23 

KRC&6 

3D8 

6 

24 

KRCW7 

3D8 

3 

25 

+5V 

3BL 

16 



Figure 6-5. _Kfryhnard to Terminal Cahlo 
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7.0 ORDERING AND REPAIRS INFORMATION 

This sec±ion is divided into four parts: Manual 
Ordering, Parts Ordering, Items Returned for 
Repair, and Parts List. 

7,1 MANUAL OKPHUMS 

The following manuals on the SW10 are 
available: 


g. Parts may be ordered from: 

General 'terminal Corporation 
14831 Franklin Avenue 
TUstin, CA 92680-7282 

(714) 730-0123 
(800) 854-6925 (Outside CA) 
(800) 432-7006 (Inside CA) 
ATTN: Sales Administration 


MANUAL NAME Ml 

SWL0 Users Manual 970004-001 

£W10 Maintenance Manual 970005-002 
& TV Monitor Manual (set) 05018-001 

Product & pricing information is available 
from: 

General Terminal Corporation 
14831 Franklin Avenue 
TUstin, CA 92680-7282 

(714) 730-0123 

(800) 854-6925 (Outside CA) 

(800) 432-7006 (Inside CA) 

AnR: Sales Arinini Stratton 

7,2 FAKES CKPEKPE 

Replacement parts may be ordered from GTC. 
Please provide the following information: 

a. Identify our part number and 
description. 

b. Identify part location on PCB. 

c. PCB board Assembly No. and Rev. 
level. 

& Termiml type 
e. S/N of terminal. 






For example: 


Part Location 
UL4 


Part 1 
01000-118 


D g s cr iptiop 

74LS00 NANDGATE 


PC board Assy & Rev, no. 
750019-001 REV A 


f. When ordering PROMs indicate 
revision level which is typed on the 
PROM label. 


For example: 

FROM Part No. 

FROM Location & Rev. 


920061-211 


General Terminal Corporation will repair 
printed circuit boards, subassemblies, or whole 
terminals under the following guidelines: 

GTC has two Field Service Depots. One is 
located in TUstin, California and the other is 
in Burlington, Massachusetts. 

Itans from customers west of the Mississippi 
River should be sent to the TUstin, CA address 
and items from customers east of the 
Mississippi River should be sent to the 
Massachusetts address. 

Both depots are staffed for component level 
repair of major sub-assemblies or modules. 
Entire terminals may also be returned for 
system level repair with the turnaround time 
for .any astern or module kept to a MAXIMUM QF 
SEVEN DAYS in house. 

GTC testing includes repair, adjustment and 
testing at both board and system levels. All 
modules are put through a 24-hour burn-in 
cycle. This allows GTC to have a high degree 
of confidence in all repair work so that a 
full 90-day warranty is provided on all 
repairs. Charges for repairs include updating 
of all equipment returned to our depot 
facilities. 

"In warranty" repair work is done on a no 
charge basis; however, customers must pay 
charges for shipping the units to GTC; return 
transporation is not charged. Out of warranty 
repair work is billed at currant rates. 
Customers must pay freight charges in both 
directions Terms of the warranty are detailed 
in Figure 7-1. 

Limited On-Site Maintenance in specific 
geographic areas is also available. Terminals 
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may be serviced under a maintenance agreement 
or on a time and material basis. 

Prior to returning any equipment to GJC £ql 
repair, customers are required ±o con ta ct 
for a return authorization (RA) number. LL 
that timer £T£ will need to Know the model 
number of the unit, the serial number of the 
system (whether a board or an entire system is. 
being returned) and a pur ch as e order number to 
cover the repair^ 

Trained technical advisors are on hand to help 
you determine which element of your terminal is 
failing and will guide you toward the most 
expedient repair possible. 

If you have concerns about specific maintenance 
requirements, please contact one of our Field 
Service Managers and we will custom tailor our 
service to meet your requirements. 

Return Shipment Addresses 

WEST COAST: 

General Terminal Corporation 
14831 Franklin Avenue 
Tbstin, CA 92680-7282 

AT5N: Field Service Manager 

EAST COAST: 

General Terminal Corporation 
12 Esquire Road 
North Billerica, MA 01862 

AT1N: Field Service Manager 

Field Service Telephone lumbers 

Inside CA....Field Service..(714) 730-1659 

Inside CA....Main Switchboard....(714) 730-0123 

Outside CA and west of 

the Mississippi River.(800) 854-6925 


Inside Mass. .Main SvLtchbcard.... (617) 272-6660 
Outside Mass, and east 

of the Mississippi River........ (800) 225-0976 

(800)225-0977 


LZ 



* General Terminal Corporation warrants that * 

* all the equipment in the Schedule of * 

* Equipment, when delivered, will be in good * 

* working order per General Terminal * 

* Corporation product specification. General * 

* Terminal Corporation further warrants the * 

* equipment to have been adequately tested * 

* and inspected prior to shipment and to be * 

* free of all defects in material and * 

* workmanship. All component parts of the * 

* equipment are warranted for six (6) months * 

* from shipment against defects as a result * 

* of defective material or v orkmanship. * 

* General Terminal Corporation reserves the * 

* right to supply, at its expense, a * 

* replacement part to the Customer or return * 

* the defective part to General Terminal * 

* Corporation's plant for repair. In the * 

* event the equipment is to be returned to * 

* General Terminal Corporation or a * 

* designated Service Center, it must be * 

* identified with a Returned Goods * 

* Authorization (RCA) number which will be * 

* supplied fcy General Terminal Corporation * 

* upon request. Transportation costs for * 

* returned equipment and/or parts will be * 

* prepaid fcy the Customer. General Terminal * 

* Corporation will pay transportation costs * 

* for the return shipment to the Customer of * 

* equipment and/or parts repaired. The * 

* foregoing warranties are in lieu of all * 

* other warranties expressed and/or implied, * 

* oral or written, in fact, ty operation of * 

* law or otherwise, except as herein * 

* expressly stated. In no event shall General * 

* Terminal Corporation be liable for any * 

* indirect, special or consequential damages * 

* such as loss of anticipated profits or * 

* other economic loss in connection with or * 

* arising out of the use or performance of * 

* the equipment or services provided for in * 

* this Agreement. The Customer and/or * 

* Distributor does not have the right to * 

* modify the equipment. If the Distributor * 

* and/or Customer modifies the equipment,the * 

* Warranty and 90-Day Mcney-Baek Guarantee * 

* are void. * 

* * 

*********************************************** 

Pigme 7. 1 W arr an ty 
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SECTION 7 


7.4 Parts List 


The major subassemblies of the SW10 are shown in Elgure 7-2. The parts for 
each siiaassambly are listed in the associated table. 


final assembly 

SWL0 
USA 
960111 
TABLE 7.1 


UNIT ASSEMBLY 
SWL0 
USA 
660042 
TABLE 7.2 


I 


FRAME AND NOSUTCRl 
ASSEMBLY 

660040 
TABLE 7.3 


I 


TERMINAL CONTROL 
BCARD ASSEJBLY 

750019-001 
TABLE 7.5 



POWER PANEL 

1 

1 

KEYBOARD 



ASSEMBLY 

1 

| 

1 

1 

ASSEMBLY 



660039 

1 

1 

1 

1 

660033-003 



TABLE 7.6 

1 

1 

1 

TABLE 7.7 



CABLE ASSEMBLY | 

I P.C. BOARD 


VIDEO BOARD | 

I ASSEMBLY 


TO fAJN BOARD | 

I 


640004-001 | 

1 750002-003 


TABLE 7.4 | 

1 

I TABLE 7.8 

1 



FicRire 7.2 Stflfl Fanri.lv TVcp 
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TABLE 7.1 SWL0 FINAL ASSEMBLY 960111-00X* 


* ASSY NO 960111-001 

* ASSY NO 960111-002 

* ASSY NO 960111-004 

* ASSY NO 960111-005 


DOMESTIC, GREEN PHOSPIER 
DCMESnC, WHITE EHOSEHOR 
INIEKIATICNAL, GREEN PHOSPffiR 
INTERNATIONAL, WHITE EHOSEHOR 


ITEM 

NO. 

| TITLE / DESCRIPTION 

I EART 
| NUM3ER 

1 

1 

1 

REF 

DESIG 

1 

1 

001 

002 

004 

005 

1 

| FINAL ASSY, SWL0 UNITED STATES 

| 960111- 

1 


1 

REF 

REF 

2 

| TOP LEVEL ERAWEC, SW10 

| 950006-001 

1 


1 

REF 

REF 

3 

| UNIT ASSY, 110V GEN. EHOSEHOR 

1 660042-001 

1 


1 

1 


3 

| UNIT ASSY, 110V WHT. PH06EHOR 

I 660042-002 

1 


1 

1 


3 

| UNIT ASSY, 220V GFN. PHOSPHOR 

| 660042-004 

1 


1 


1 

3 

| UNIT ASSY, 220V WHT. EHOSEHOR 

I 660042-005 

1 

1 


1 

I 


1 

5 

| I.C. KEYBOARD TRANSLATOR, USA 

I 920099-001 

1 

1 


1 

1 

1 

1 

6 

| I.C. CHARACTER GENERATOR, USA 

I 920082-001 

1 

I 


1 

1 

1 

1 

8 

| NAME ELATE, SWL0 

I 620032-001 

1 

1 


1 

1 

1 

1 

9 

| LABEL, KEYBD CABLE CONNECTOR 

I 790011-001 

1 


1 

1 

1 

10 

| DECAL, SERIAL NUMBER 

I 00878-001 

1 


1 

1 

1 

11 

| LINE CORD, DCMECTIC 

I 01015-036 

1 


1 

1 


11 

| LINE GCRD, INIEFNATICtAL 

| 170024-001 

1 


1 


1 

12 

| USER'S MANUAL, SWI0 

I 970004-001 

1 


1 

1 

1 

13 

| REFERENCE CARD, SWL0 

| 970008-001 

1 

| 


1 

1 

1 

1 
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TOBLE 7.2 UNIT ASSEMBLY 660042-00X* 


* ASSEMBLY NO 660042 

-001 

GREEN PH06PHCR 

DOMESTIC 

* ASSEMBLY NO 660042 

-002 

WITTE PHOSPHOR 

DCMESTIC 

* ASSEMBLY NO 660042 

-004 

GREEN PH06PTER 

INIEFNKPICmi 

* ASSEMBLY NO 660042 

-005 

VHITE PHOSPHOR 

INTERNATIONAL 


TEEM 

NO. 


TITLE / DESCRIPTION 


1 

| UNIT ASSEMBLY, SWL0 

660042 | 

1 


2 

I KEYBOARD ASSY, MAX CONFIG. | 

660033-003 | 

| 1 

1 

3 

| REAR HOUSING!, SWL0 1 

03579-001 | 

I 1 

1 

4 

| REAR PANEL ASSY, DOMESTIC 

660039-001 1 

I 1 


4 

| REAR PANEL ASSY, 3N3EFNKTICNAL | 

660039-002 | 

1 

1 

5 

| SCREW, #6-32 X 3/8, MT TIH SEMSl 

01043-014 | 

1 6 

6 

6 

| FRAME & MNHOR ASSY, GREEN PHOSl 

660040-001 | 

I 1 

1 

6 

| FRAME & tCNTIOR ASSY, WITTE EH0S| 

660040-002 | 

I 1 

1 

7 

| SCREW, #8-32 X 3/4, SENS 1 

230051-001 | 

1 4 

4 

8 

| FIRMWARE KIT, SWL0 1 

930089-011 1 

| 1 

1 

9 

| PC BOARD ASSY, MAIN BOARD | 

750019-001 | 

I 1 

1 

10 

| BEZEL AS33BLY, SW10 PROSIT | 

660041-001 | 

1 1 

1 

11 

| SCREW, #6-32 X 1/2 EXT TIH | 

230011-001 | 

1 2 

2 

12 

| SCREW, SUET METAL, #8-32 x 1 | 

230047-001 1 

1 2 

2 

13 

| RUBBER FEET, BROWN, .30 HIGH | 

150001-001 1 

1 6 

6 

14 

| NUT, UNNERMAN, #6-32 | 

99999-203 | 

1 2 

2 

15 

| ACCESS PANEL 1 

03581-002 | 

I 1 

1 

16 

| SCREW, #6-32 X 3/8, SEMS ELAT | 

230039-001 1 

1 2 

2 

17 

| LABEL, USER SERVICEABLE CAUTION I 

790006-001 | 

I 1 

1 

18 

| LABEL, N3HXMELIANCE TO PCC RLE| 

790002-001 | 

| 1 

1 

19 

| LABEL, EIA COSNECriCNS 1 

J_L 

790009-001 | 
_1_ 

| 1 
_|_ 

1 


MT 

NUMBER 


REF 

DESK 


QUANTITY 


-001 


-004 
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TOBLE 7.3 FRANE & MCNZEDR ASSEMBLY 66040-00X* 




* ASSEMBLY NO 660040 -001 

* ASSEMBLY NO 660040 -002 

GREEN PHOSPHOR 
VHITE HDSHDR 







1 

I ASSEMBLY, SW10 FRAME & MONITOR | 

660040-00X | 

1 

REF 

1 

REF 



2 

I TV M2JITOR KIT, GREEN HDSPHCR | 

890001-001 | 

1 

1 

1 




2 

1 TV MONITOR KIT, VHITE HDSHDR | 

890001-002 | 

1 


1 

1 



3 

1 FRAME SW (MCNIICR) | 

620038-001 | 

1 

1 

1 

1 



4 

1 FRAME SW (VIDEO BCARD) | 

620038-002 | 

1 

1 

1 

1 



5 

| RUBBER BUMEER | 

01025-005 | 

1 

2 

1 

2 



6 

1 SCREW #6-32 X 3/8, SEMS TIH | 

01043-014 | 

1 

6 

1 

6 



7 

I CARD GUIDE, 4.50 LOSE, NYLCN | 

150004-001 | 

1 

2 

1 

2 



8 

1 CABLE ASSY, MONITOR BD TO MIN | 

640004-001 | 

1 

1 

1 

1 



9 

I GROUND WIRE ASSEMBLY | 

640014-001 | 

1 

1 

1 

1 



10 

1 WASHER, #6 EXT TOC0H | 

230050-001 | 

1 

1 

1 

1 



11 

I STANDOFF 3/16" LOG | 

130005-001 | 

1 

4 

1 

4 



12 

1 SCREW, #8-32 X 1/2, LONG SEMS | 

230028-001 | 

1 

4 

1 

4 



13 

I WASHER, FLAT | 

230025-001 | 

1 

4 

1 

4 



14 

1 SCREW, #8-32 X 3/8, SERB INI TIH| 

01043-003 | 

I 

2 

1 

2 



15 

I SCREW, #4-40 X 1/4 SEMS EXT | 

230036-001 | 

1 

2 

1 

2 



16 

I CABLE CLAMP | 

01036-006 | 

1 

3 

1 

3 



17 

1 CABLE TIE TWIST j 

01042-007 | 

1 

1 

1 

1 



18 

1 RUBBER BUMEER 1/8 X 1/2 | 

150000-001 | 
_1_ 

1 

1 

1 

1 

1 

1 



TABLE 7.4 MONITOR TO MIN BCARD CABLE ASSEMBLY 640004 


I ITEM 



1 

EART 

1 

REF 

1 


1 NO. 

| TITLE / DESCRIPTION | 

I 1 

NUM3ER 

1 

1 

DESIGNATORS 

1 

| 

-001 1 


I CABLE ASSY, MONITOR TO MAIN BD | 

640004- 

1 


| 

REF | 

1 

I WIRE, 

20 AWG, 

RED | 

01010-078 

1 


1 

1.34'| 

1 2 

| WIRE, 

20 AWG, 

YELLOW | 

01010-081 

1 


1 

1.34'1 

1 3 

I WIRE, 

20 AWG, 

VHITE | 

01010-074 

1 


1 

1.34' | 

1 4 

I WIRE, 

20 AWG, 

BLACK | 

01010-075 

1 


1 

1.34'| 

1 5 

1 WIRE, 

20 AWG, 

GREEN 1 

01010-082 

1 


1 

1.34'| 

1 6 

I WIRE, 

20 AWG, 

GRAY | 

01010-079 

1 


1 

1.34*1 

1 7 

I WIRE, 

20 AWG, 

VIOLET | 

01010-080 

1 


I 

1.34' I 

1 8 

1 CONECTOR, 7 POS, MASS TERMINAT. | 

110013-001 

1 


I 

1 | 

1 9 

1 OCVER, 

CONNECTOR, 7 POS | 

110077-001 

1 


I 

1 | 

I 10 

1 CONNECTOR, P.C. 

EDGE MT, 10 POS | 

1 

110045-001 

1 

1 


1 

I 

1 | 

1 13 

I OCVER, 

1 

CONNECTOR, PC EDGE 10 ECS| 

1 

110046-001 

1 

1 


1 

1 

JL 

1 | 
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TABLE 7.5 SWL0 TERMINAL OCNTOX BOARD ASSEMBLY 750019 


hem 

KD. 

1 

1 TITLE / DESCRIPTION 

1 

1 

I PC BCARD ASSEMBLY, SW10 

1 

3 

1 

1 PC BCARD MIN BCARD 

4 

I EWM, 

MAIN BOARD 

5 

I SCHEMATIC, MAIN BCARD 

1 

8 

1 

1 ic, 

IM376 

9 

1 ic. 

7406 

10 

1 ic, 

74LS04 

11 

1 ic. 

74LS08 

12 

1 ic. 

74LS00 

13 

1 ic. 

74153.0 

14 

1 ic. 

74IS273 

15 

1 ic, 

1 

Z8/40, RCMLESS 

18 

1 

1 ic, 

74LS139 

19 

1 IC, 

741532 

20 

1 IC, 

MM5034 

21 

1 IC, 

DP8304 

22 

1 IC, 

1 

M12114L 

23 

1 IC, 

74LS367 

24 

1 IC, 

NC7033 

25 

1 ic, 

MC1489 

26 

1 ic. 

MIT-210 

27 

1 ic, 

74S74 

28 

1 ic, 

74C906 

29 

1 IC, 

MC1488 

30 

1 ic. 

74S86 

31 

1 IC, 

741514 

32 

1 IC, 

7415153 

33 

I IC, 

74165 

34 

1 IC, 

EP8369 VISC 

35 

1 IC, 

1 

741505 

38 

1 

1 REGULATOR, -12V (7912) 

39 

I REGULATOR, +12V (7812) 

1 

1 


PART 

NUM3ER 

REF 

DESIGNATORS 

1 

1 GK 

1 

750019 


I REF 

740019-001 


1 

| 1 

730019-001 


| REF 

720019-001 


| REF 

1 

01000-206 

UL,U2 

1 

1 2 

01000-158 

U3 

| 1 

01000-119 

U4 

| 1 

01000-146 

U5,U25 

1 2 

01000-118 

U6,U14 

I 2 

01000-120 

U7 

I 1 

01000-140 

U11,UI8,U33,U46| 4 

010094-001 

U12 

I 1 

1 

010093-001 

UL3 

1 

| 1 

01000-175 

UL5,U34 

1 2 

03516-001 

UI6 

I 1 

01000-183 

U17 

I 1 

01000-182 

U19,U20,U27, 

1 6 


U28,U29,U30 

1 

01000-117 

U21,U31,U32 

1 3 

01000-178 

U22 

I 1 

01000-067 

UZ3 

I 1 

01038-002 

U24,U37 

1 2 

01000-056 

U26,U39 

1 2 

01000-181 

U35 

I 1 

01000-036 

U36 

1 1 

01000-113 

U38 

1 1 

01000-167 

U40 

I 1 

01000-134 

U42,U43 

1 2 

01000-018 

U44 

I 1 

03518-001 

U47 

I 1 

01000-188 

U48 

I 1 

1 

01006-014 

VRL 

1 

I 1 

01006-012 

VR2 

I 1 

1 

J_ 
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T3BLE 7.5 SWU3 TERMINAL CONTROL BOARD ASSEMBLY 750019 (OCNTIMJED) 


| ITEM 
NO. 

TITLE / DESCRIPTION 


1 

1 

1 

PART 

NUMBER 

REF 

DESIGNATORS 

CJTY 


42 

DIODE, 

1N4140 


1 

1 

01007-039 

CRL-4,CR7,CR9 

6 


43 

DIOEE, 

1K5237B ZENER 


1 

060057-001 

CR5 

1 


44 

DIODE, 

1N4004 


1 

01007-037 

CR6,8,10,14,15 

5 


45 

DIODE, 

1N714A ZENER 


1 

01007-045 

CR12 

1 


46 

DIODE, 

1N4747A ZENER 


1 

01007-040 

CRB 

1 


47 

DIODE, 

1N1002 


1 

01007-003 

CR16,17,18, 

6 






1 


CR2L,22,23 



48 

DIODE, 

1N1148 (1N014) 


1 

1 

01007-008 

CR19,CR20 

2 


51 

CAP, 

4700uf 35V 

+50%-10% 

1 

1 

030044-001 

Q,C6 

2 


52 

CAP, 

0.01uf 250V 

10% 

1 

01008-225 

C2,C9 

2 


53 

CAP, 0.001uf 1000V 

20% 

1 

01008-226 

C3,C10 

2 


54 

CAP, 

0.1uf 250V 

10% 

1 

01008-224 

C4,C8 

2 


55 

CAP, 

100uf 25V 

+50%-10% 

1 

01008-227 

C5,C11,C14,C16 

4 


56 

CAP, 

470uf 35V 

450%-10% 

1 

01008-098 

a 

1 


57 

CAP, 

100uf 50V 

+5£%-10% 

1 

01008-229 

Q2 

1 


58 

CAP, 

25uf 25V 

+75%-I0% 

1 

01008-083 

CB,C54,C55 

3 


59 

CAP, 

,33uf 100V 

20% 

1 

1 

01008-230 

05,07 

2 


60 

61 

CAP, 

.01uf 50V 

+80%-20% 

1 

1 

01008-078 

Q8-C24,C26,C27 

33 






1 


C28-33 ,C38-C44 







1 


C48-C51,C56-C62 



63 

CAP, 

6.8uf 16V 20% TANT 

1 

1 

01008-128 

C25 

1 


64 

CAP, 

22p£ 1000V 101 

1 

01008-072 

C34-C37 

4 


65 

CAP, 

330pf 1000V 10% 

1 

01008-090 

C45,C46,C47 

3 


66 

CAP, 

30pf 1000V 10% 

1 

01008-092 

C52,C53 

2 


67 

CAP, 

4700pf 100V 10% 

1 

1 

030077-001 

C63 

1 


69 

RES PACK, 4.7K 


1 

1 

1 

01009-044 

RPl 

1 


71 

RES, 

470 dm 3/2W 

5% 

1 

1 

01009-200 

R27 

1 


72 

RES, 

0.68 ohm 3W 

10% 

1 

01009-262 

Rl,R8 

2 


73 

RES, 

100 dm I/4W 

5% 

1 

01009-057 

R2,R9 

2 


74 

RES, 

220 chm 1/4W 

5% 

1 

01009-062 

R3 

1 


75 

RES, 

750 ohm I/4W 

5% 

1 

01009-261 

R4,R23 

2 


76 

RES, 1 

6.34K chm 1/8W 

1% 

1 

020005-004 

R5 

1 


77 

RES, 

62K ohm ]/4W 

51 

1 

01009-138 

R6,R52,R53 

3 


78 

res, : 

3.16K chm 1/8W 

1% 

1 

020005-003 

R7 

1 


79 

RES, 

180 dm ]/4W 

5% 

1 

01009-060 

RL0 

1 


80 

RES, 

1.8K chm 1/4W 

5% 

1 

I 

01009-073 

Rll 

1 


Page 7-8 

























afl.0 Maintenance Manual 


3 


12 


TABLE 7.5 SWL0 TERMINAL OCNTROL BOARD ASSFMy.V 750019 (CXMTNUED) 


•1 

item 

ND. 

TITLE / DESCRIPTION 


1 PART 

1 NUMBER 

1 . 

REF 

DESIGNATORS 

1 QIY 1 


81 

REE, 18.7K chm 

1/8W 

1% 

1 020005-001 

R12 

| 1 



82 

RES, 360K dm 

1/4W 

5% 

1 020000-364 

R13 

| 1 



83 

RES, 2.37K chm 

1/8W 

1% 

1 020005-002 

R14 

| 1 



84 

RES, IK dm 

1/2W 

5% 

1 020002-102 

R15 

| 1 



85 

RES, 75 chm 

1/4W 

5% 

1 01009-056 

R16 

| 1 



86 

RES, 200 dm 

I/4W 

1% 

1 01009-153 

R17 

| 1 



87 

RES, 100 chm 

1/4W 

1% 

1 01009-152 

RL9 

| 1 



88 

RES, 392 dm 

1/4W 

1% 

1 01009-273 

R20 

I 1 



89 

RES, 330 chm 

1/4W 

5% 

1 01009-064 

R21,R51 

1 2 



90 

RES, 150 dm 

1/4W 

5% 

1 01009-059 

R22 

1 1 



91 

RES, 2.2K chm 

1/4W 

5% 

1 01009-075 

R24,R40,R41,R42| 4 



92 

RES, 47K dm 

1/4W 

5% 

1 01009-095 

R25,R26,R43,R46l 4 



93 

RES, IK chm 

I/4W 

5% 

1 01009-070 

R28,R29, R48, 

1 5 







1 

| 

R49,R56 




95 

RES, 4.7K dm 

1/4W 

5% 

1 01009-080 

R30-R33,R47 

1 5 



96 

RES, 75K chm 

1/4W 

5% 

1 01009-097 

R34 

I 1 



97 

RES, 10K dm 

1/4W 

5% 

1 01009-087 

l 

R35,R55,R57 

1 3 



99 

RES, 470K dm 

1/4W 

5% 

1 

1 01009-066 

R36 

1 1 



100 

RES, 120K chm 

1/4W 

5% 

1 01009-099 

R37 

1 1 



101 

RES, 510 dm 

1/4W 

5% 

1 01009-110 

R38 

| 1 



102 

RES, 47 ohm 

1/4W 

5% 

1 01009-052 

R39 

1 1 



103 

RES, 6.8K dm 

1/4W 

5% 

1 01009-084 

R44,R45 

1 2 



104 

RES, 787 ohm 

1/4W 

1% 

1 01009-265 

R50,R18 

1 2 



105 

RES, 15K dm 

1/4W 


1 01009-089 

1 

R54 

I 1 



108 

TRANSISTOR, NEN 

TIP 33A 


1 

1 01006-055 

Q1.Q3 

I 2 



109 

TRANSISTOR, IMP 2NB645 (2N4036) 

1 01006-056 

02,Q4 

1 2 



110 

TRANSISTOR, ENP 2N3644 


1 01006-023 

Q5,Q6,Q8,Q10 

1 4 



111 

TRANSISTOR. NEN 2N3643 


1 01006-022 

1 

i 

07,09 

1 2 



115 

CRYSTAL, 12.2472 MHZ 


1 

1 

1 01030-012 

I 

Y1 

I 1 



117 

OCNNECTCR, 3 PIN RT ANG HER 

1 

1 110052-001 


1 1/12 



118 

OGNNECICR, MINI-JUMP 


1 110053-001 


1 8 



119 

(XNNECTOR, 3 PIN HEADER 


1 110068-001 


1 8/12 



120 

WIRE, 22AW3 BARE 



1 

1 


1 A/R 
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TABLE 7.5 SWL0 TERMINAL CONTROL BOARD ASSEMBLY 750019 (CONTINUED) 


| HM 

1 NO. 

1 TTTLE / DESCRIPTION 

I PART 
| NUMBER 

... 1 

REF 

DESIGNATORS 

1 

1 QIY 

1 

1 121 

| IC SOCKET, 24 PIN 

I 01029-004 

U8,9,10,41,45 

1 5 

| 122 

| IC SOCKET, 40 PIN 

I 01029-010 

U12,U47 

1 2 
l 

I 124 

| CmECICR, 25 PIN 

I 110075-001 

Jl,J2,J6 

1 

1 3 

1 125 

| (XNNECTOR, 5 IDS 

I 110009-001 

J3,J4 

1 2 

1 126 

| OCNMUOR, 7 BOS 

1 110011-001 

J5 

| 1 
l 

I 128 

| SCREW, #4-40 X 3/8, CRES 

1 01043-007 

Jl,J2,J6 

1 

1 6 

1 129 

| NUT, #4-40 KERS EXT 

I 230041-001 

1 

Jl, J2 ,i% 

1 6 

1 

| 132 

| SCREW, #4-40 X 1/4 CRES 

1 

1 01043-008 

Q1,Q3 

1 

1 2 

I 133 

| WASHER, NYLON SEUIDER 

1 230044-001 

OL,Q3 

1 2 

I 134 

| INSULATOR, TRANSISTOR 

I 200021-001 

OL,Q3 

1 2 

1 

I 136 

| HEATSINK 

I 99999-281 

01,03 

l 

1 2 

1 137 

| SCREW, #4-20 X 3/8 SELF TAP 

1 01043-067 

01,03 

1 4 

1 138 

| WASHER, NYLCN #6 

I 230016-001 

1 

l 

01,03 

1 4 

1 

l 

| 142 

| TERM, MALE QK-DIS 

1 

1 

I 130002-001 

J7 

1 

1 

I 1 

1 143 

I SCREW, EECH. #6-32 X 1/4 

I 230027-001 

J7 

I 1 

1 144 

| NUT, #6-32 KEPS EXT 

1 01043-005 

J 

J7 

| 1 

J 


NOTE: Firmware is part cf unit asserrbly 66042 
Char Gen is part cf final assanbly 960111 
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TABLE 7.6 PCWER PANEL ASSE1BLY 66002L-00X* 



* ASSY NO 660021-001 

* ASSY NO 660021-002 


110V DOMESTIC 

220V IMEFNATKNAL 




I ITEM 

1 

1 

EART 

1 REF 

1 GTY | 

COY 


1 NO. 

| TITLE / DESCRIHTCN 

1 

1 

1 

NUMBER 

| DESIG 

1 

I -001 | 

1 1 

-002 


| 1 

| ASSY, REAR PANEL 

1 

660039 

1 

| REF | 

REF 


1 2 

| REAR EANEL 

1 

620010-002 

1 

1 1 1 

i 


1 3 

| WIRE, WHITE 18 AWG 

1 

01020-059 

1 

1 64" | 

64" 


1 4 

| WIRE, ELK 18 AWL 

1 

01010-050 

1 

1 16" 1 

16" 


1 5 

| WIRE, GFN 18 AWG 

1 

01010-055 

1 

I 28" | 

28" 


1 6 

| OCNN REX3T, 220V IMN'L 

1 

01013-035 

1 PI 

1 1 1 

1 


1 7 

| OCNN RECFT, 220V VALINE FILTER 

1 

99999-133 

1 PI 

1 1 1 

1 


1 8 

| SWITCH DPST ROCKER 

1 

01017-073 

1 si 

1 1 1 

1 


1 9 

| LIE, TERMINAL #6, 16-14 AWG 

1 

01022-317 

1 

1 2 | 

2 


I 10 

| CONTACT,18 AWG TIN-HATE SNAP-IN | 

01021-097 

1 

1 7 1 

7 


1 11 

| WASHER, #6 DOCK EXT TUI 

1 

230050-001 

1 

1 1 1 

1 


1 12 

| FUSE HOLDER 

1 

99999-139 

| FI 

1 1 1 

1 


1 13 

| NUT, HEX #6-32 HEX KBPS 

i 

01043-005 

1 

1 9 | 

9 


1 14 

I SCREW, #4-40 X 3/8 

1 

01043-007 

1 

1 2 | 

2 


1 15 

| NUT, #4 KEPS 

1 

230041-001 

1 

1 2 | 

2 


1 16 

| TRANSFORMER 25W 

1 

050016-001 

| TL 

1 1 1 

1 


1 17 

| TRANSFORMER 40W 

1 

050015-001 

| T2 

1 1 1 

1 


1 18 

| SHRINK TOBINS 3/16 D 

1 

170011-001 

1 

1 2.5"| 

2.5" 

11 

1 19 

| COW HOUSING 5 FQS 

1 

110030-001 

1 J3,J4 

1 2 | 

2 


1 20 

| POLARIZING KEY 

1 

01021-098 

1 

1 2 | 

2 


1 21 

| FUSE, 0.5A MLEENKTICNAL 

1 

120000-001 

| El 

1 1 

1 


I 22 

I FUSE 1.0A DOMESTIC 

1 

120002-001 

1 FI 

1 1 1 



I 23 

| TERMINAL 22-18AWG CWIK DISOCN'T 

1 

01022-326 

1 

1 6 | 

6 


1 24 

| TERMINAL 16-14AWG QWIK DISON'T 

1 

01022-327 

1 

1 10 1 

10 


1 25 

| SPACER FIBER 1/2 CD X 5/32 ID 

1 

01035-005 

1 

1 4 | 

4 


1 26 

| SHRINK TUBING 1/2 D 

1 

170007-001 

1 

1 1.751 

1.75 


1 27 

| TAPE 1/4" DOUBLE SIDED FILM 

1 

9999-085 

1 

1 A/R 1 

vr 


1 28 

| INSULATOR WRAP, (PCLY) TRANS 

1 . . .. 

1 

1 

62036-001 

1 

J_ 

1 1 1 

J_L 

1 
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TABLE 7.7 KEYBOARD ASSEMBLY 660033-003 


| ITEM 

I NO. 

1 

| TITLE / DESCRIPTION 

1 

I PART | 

| NUM3ER | 

. 1 1 

REF 

DESIG 

1 

1 

L 

QTY| 

| 1 

| UN3V HDUSDC, BOTICM 

1 03585-002 | 


1 

“1“ | 

1 2 

| UNIV HOUSING, TOP 

I 03585-001 | 


1 

1 | 

1 3 

| BEZEL, KEYBOARD 

1 03599-001 | 


1 

1 | 

1 4 

| PCB ASSEMBLY, KEYBOARD 

I 750002-003 | 


1 

1 | 

1 5 

| ASSEMBLY, CABLE 

I 900006-001 | 


1 

1 | 

1 6 

| FOOT, BROWN 

1 

1 150000-001 | 


1 

1 

7 1 

1 8 

1 

| SCREW, #6-32 X 3/8, SEMS 

I 01043-014 | 


1 

1 

4 1 

1 9 

I WASHER, #4 ELAT 

1 01043-068 | 


1 

7 1 

I 10 

| SCREW, #4-20 X 5/8" 

I 01043-062 | 


1 

7 1 

1 11 

| WASHER, ROD LOCKHC 

1 

1 01043-065 | 

_1_1_ 


1 

_L 

6 1 


TABLE 7.8 SWL0 DETACHED KEYBOARD ASSEMBLY 750002-003 


ITEM 

NO. 


TITLE / DESCRIPriCN 



1 

| ASSY, PC BD DETACHED KEYBOARD 

| 750002-003 

1 


| REF 


2 

| ARTWORK MASTER, DETACHED KBD 

I 730002-001 

1 


| REF 


3 

I SCHEMATIC 

| 720002-001 

1 


j REF 


4 

| PC BOARD, DETACHED KEYBOARD 

1 

I 740002-001 

1 

1 

1 


| 1 

1 


7 

1 

| I.C., 74159 

1 

I 01000-179 

1 

1 

U48 

1 

| 1 


8 

| CAP, ,01uf 50V 

I 01008-078 

1 

C63 

| 1 


9 

| CAP, 6.8uf 15V, TANT 

1 01008-128 

1 

C62 

| 1 


10 

| TRANSEUCER 

I 01048-002 

1 

LSI 

I 1 


11 

| SCREW, #4-20 X 3/8,EN HD ELASTIC 

1 01043-067 

1 


| 10 


12 

| SCREW, #6-32 X 1/4, IN HD 

I 230027-001 

1 


| 1 


13 

| ASSEMBLY, HEADER, 18 PIN 

1 110007-001 

I 

Jl 

| 1 


14 

| TERMINAL, MLE, QUIK - DISC 

| 130002-001 

1 


I 1 


15 

| NUT, #6-32, EXT KEPS 

I 01043-005 

1 


| 1 


16 

| ALPHA-NUMERIC KEYPAD 

I 900026-001 

1 


| 1 


17 

| NUMERIC KEYPAD 

I 900024-001 

1 


| 1 


18 

| CURSOR KEYPAD 

I 900025-001 

1 


| 1 


19 

| FUNCTION KEYPAD, (E1-F4) 

I 900025-002 

1 

E1-F4 

| 1 


20 

| FUNCTION KEYPAD, (F5-F8) 

| 900025-003 

1 

F5-F8 

! 1 


21 

| FUNCTION KEYPAD, (F9-F12) 

I 900025-004 

1 

F9-F12 

1 1 


22 

| RES PACK SIP 10 PIN 470 dun 

J_ 

| 020017-001 
J_ 

1 

1 

RPI 

1 1 

1 


FART 

NUMBER 


REF 

DESIGNATORS 


Q3Y 

003 
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TABLE 7.9 SWL0 OPTKNAL PARTS 


| ITEM 

1 NO. 

1 

1 TTELE / DESCRIPTION 

1... . 

I PART | 

I NCJNBER | 

1 1 

I 1 

1 DMA CABLE (6 FT.) 

I 640011-006 | 

1 2 

1 DMA CABLE (9 FT.) 

1 640011-009 | 

1 3 

I ADAPTER CABLE, FEMALE TO MALE, SW/VP-100 

I 640013-001 | 

1 4 

I BASE, SWIVEVTTLT 

1 . 

1 640018-001 1 
_1_1 


Page 7-13 

















gfl0 Mainfrgnancp Manual 


SECTION 7 



This page intentionally left blank 









gfl0 Maintenance Manual 


SECTION 8 


I 














































































































































SW10 Maintenance Manual 


SECTION 8 


1 


































































































5BCmt.fi 




















































































































swift Ha ini-finance Hanua] 










































































































































































Sti-0 Maintenance Manual 


SKETCH 8 


l 





Page 8-5 
























































































EN&INrERlN'j PElLA^E EEH DRN Ot^°i _ 

He.vi.Lu ano wru-.Avw n:« ECP 242u,nnN osn 

PRODUCTION RELEASE PER ELD IUU, DRN OPI 


SKHPI Maintenance Manual 





i 

j 


SPEC PLASTIC 
LE&ENDNO. 

£ 

o 

ca 

t- 




















GTC KEYCAP j 

PART NUMBER | 

§ 

I 

cvj 

3 

§ 

? 

1 

i 

§ 

8 

§ 

a 

5 

3 

esj 

a 

5 

1 

5 

a 

? 

.s 

3 

5 

t- 

O 

l- 

3 

s 

§ 

j 

§ 

J 

i 

§ 

i 

i 

1 

1 


1 

I 


§ 

i 

§ 

§ 

1 

i 

i 

CAP 

COLOR 

<0 

£ 

u. 

<v 

t 

c?r 

XI 

u. 

4 

E' 

t 

■< 

ca J 

1- 

S' 1 

u. 

e 

m" 

t 

< 

e 

u. 

4 

D 

t 

4 

t 

<] 

E 

< 

nr 

t 

t 

< 

CO- 

1— 

u 

t 

t 

F 

u. 

< 

CD 

t 

< 

CD' 

Ll. 

REF 

NO 

- 

OJ 

<T) 

* 

in 


t- 


O' 

Q 

_ 

M 

CO 


m 

-a 

r- 

a 

cr 

Q 












Page 8-6 




I 















































































































I 


SWTlfl Maintenance Manual 







19 

i 

v 

1 


1 L 

S 


> 





* 

o 



o 


z 

a 



1 


i 

a 


:< 

1 " 

) 

>o 

a 

1 

9 

Q 

5 

3 

£ 

z 

o 

* 

I 


5 

-" 

£ 

i 



jr. 


3 

f 


o 

* 

Q 



£ 

z 

c 

< 

\ 


2: 

l"J 

* 

* 


- 

3 

§ 



' 

i 


J .. 


J 

iil 

< 

a 


UL, -1L JL Ji JL 






& 

y-3- 



^ Ui 
& 

n 

-- ^ 

S o 

Ui 

Ui 

-1 

Ui 

S 

D 

“i- 


u. 

2 

ss 

Back 

SPAC 

l r^n 

2 

Ui 

cr 

A 

| 

o 

1 

> II 


5 

5 

o , 

* o 

= l ' 

M 

S^> L_l 

?!- 

5— 

u 

cr 

t~ 

z 

O 

o 

o- 

" a 

i' 

j 

?5--1 

A • 

n 

O' 

w J> 

* O 

n 

* 

K 

V - 


D 

* 00 



in 

5 


r- 

* D 

“5 

a 

" z 


oa r- 

V 

<o 

X 

O' 

▼ 


< CO 

o 

~ 1- 

in 

° e> 

CO 

■53- 


*> 

tf 5 lO 

</><t 

CC 

5- 

7> 

u. 

?!- 

•n _ 

> 

* a 


o 

ItrO 

Ui 

O 

<NJ 

lO 

c/> 

•4 

* X 

<n 


@) CM 

$ 

J 

<3 

< 

NJ 

n 

ss 

Ss 


« 

~ o 
«n 

Ui 

* «? 
t. 

Vfc 

I 

in 

57 

TAB 






£ 

< 


SOD 



? 

1 

2 

1 

2 


rr ujh* r 


<Q 

§§ 


3 2 


!M * 

S ^53 g 

UJ Z £ Z <f 


! Id g; 
iaH 1| 
iiSs* 


in -* jj o 

Ui Z £ Z 

3 * 

-j Ex J UJ 

..a * 

,n UJH- , 

!5S 5 


i/i 


1! 

jjJTj 

2 

i 

u 

Q 

a 

1 

z 

I 

"i 

o 

z 

Q 

9 

Z 

o 

o 

z 

3 

9 

i 

r 

♦ 

9 

o 

z 

/I 

5 

r 

o 

s 

5 

o 

o 

i 

s 

§ 

lo 

o 

1 

s 

i 

o 

f 

s 

z 

3t 

o 

i ; 

? i 

1 9 

o 

9 

k 

r 

§ 

O 

•fl 

9 

o 

I 

5 

.5 

s 

S 

a 

§ 

is 

I 

Q 

l 

I 

5 

I 

h 

I 

53 

cf 

si 

i 

9 

O 

-0 

I 

§ 

1 

,3 

i 

3 

i 

o 

o 

i 

fO 

1 

a 

1 

$ 

i 

3 

i 

a 

'r 

i 

a 

| 

I 

« 

c 

■A 

I 

1 

? 

1 

? 

i 

S s 
1! 

5 I 

!i 

a 

i 

i 

s 

i 

3 

♦ 

a 

0 

3 

s 

•si 

I 

| 

i 

a 

a 

I 

j 

| 

•» 

I 

ip 

I 

i 

i 

si 

0* 

i 

S3 

a 

i 

a- 

a 

nr 

a 

a- 

2 

rt 

a] 4 

s 

a 

a 

' -t 

£’ 

2 

t 

' «T 
£• 

a 

li- 

2 

a 

cO‘ 

tid 

a 

5~": 

2 : 

o a 

a a 

•t 

CO’ 

a 

V 

o 

Z 

s 

i-o 4 

y 

iT 


r^, 

r 

jr 

Zr 


«3 

H 

* 

* 

n 

O 

« 

R 

si 

R 

3 

5 

V 

iO 


IP 

if 

3 

§ 

? ! 

^ Si 


s 

o 

m 

it 

In 

8 

j- 

Ll 

3 

3 

3 


5S 

*!§ 

o 

Q 

z 

§ 

o 

3 

3 

s 

z 

s 

1 

O 

*fl 

o 

Z 

i 

(O 

i 

i 

I 

a 

z 

I 

o 

n 

o 

s 

a 

3 

o 

3 

S 

IS 

1 

a 

i 

a 

I 

a 

z 

a 

i 

a 

? 

CJ 

a 

z 

♦ 

a 

8 

z 

9 

Q 

s 

I 

Q 

a 

f 

5 

a 

s 

8 

ji 

a 

o 

i 

8 

S 

s 

1 

8 

z 

8 

a 

it 

H u 

8 

i 

a 

i 

? 

i 

1 

tr 

I 

I 

\ 

s 

1 

i 

1 

§ 

i 

1 

§ 

t 

r, 

3 

<o 

-* 

a 

8 

li 

1 

9 

I 

p 

i 

8 

1 

•t 

? 

1 

S 

i 

O 

j) 

I 

5 

i 

8 

3 

§ 

s 

-3 

1 

O 

a 

i 

a 

i 

a 

I 

8 

i 

3 

i 

A 

s 

i 

8 

i 

a 

4 

Q 

i 

a 

i 

si 

■ >»■ 

£ 

»j- 

li 

a 

z 

2 

£ 

T- 

£ 

V 

r. 

13 

ni 

a 

I 

Ij" 

a 

| 

£? 

t) 

<* 

£. 

2 

1 

2 

■? 

s 

a 

£ 

£ 

a 

£ 

«» 

o' 

S 

XT 

2 

*• 

£ 

* 

£ 

>t 

13' 

z 

2 



§ 



,g 

m 

♦ 

n 

J 

- 

£ 

r 

9 

= 



t 

tt 

a 

E 


E 

o 

s 

Si 

c 

x 

a 



S 

JISI 

J 

?! 


1 


Page 8-7 


ft 








































































































































































































jfi^iNiCRinC, nC-Lf/\j£ tyb dkm 00 72 _ V«r 1.5 

RfVIStL and REHUAWN PER ECO 24u7 ^ORN OH'U JJ^T l f, 

REVISED PER ECO £^7 DWN Q60& Wr7 'j\4 

HCVISCD fCR EtO 2faOD.il/iN UHl _ V 

PRODUCTION AtifASt PtA t££> IU IW.kAN 0T»l «/ tv ti 


aJlfl Maintenance Manual 



































































































































afl.0 Maintenance Manual 


SECTION 8 


I 






































































































































































































gflfl Maint-Pnanre Manual 


SBClUQM-fi. 



This page intentionally left blank 










-SK1Q—Maintenance Manual 


APPENDIX A 


I 





« 



Z8™ Family of 

Microcomputers 

Z8611 • Z8612 • Z8613 


Product 

Specification 

Zilog 

December 1980 


Z8611 Single-Chip Microcomputer with 4K ROM 
Z8612 Development Device with Memory Interface 
Z8613 Prototyping Device with EPROM Interface 



_ Page A-1 

























SHIP Malpt-gnanott Manual 


AfPBHPg k 



Zilog 


Features 


General 

Description 


■ Complete microcomputer, 4K bytes of ROM, 
128 bytes of RAM, 32 I/O lines, and up to 
60K bytes addressable external space each 
for program and data memory. 

■ 144-byte register file, including 124 
general-purpose registers, four I/O port 
registers, and 16 status and control 
registers. 

■ Average instruction execution time of 
2.2 fis, maximum of 4.25 /*s. 

■ Vectored, priority interrupts for I/O, 
counter/timers, and UART. 


The Z8611 microcomputer introduces a new 
level of sophistication to single-chip architec¬ 
ture. Compared to earlier single-chip micro¬ 
computers, the Z8611 offers faster execution; 
more efficient use of memory; more sophisti¬ 
cated interrupt, input/output and bit-manipula¬ 
tion capabilities; and easier system expansion. 

Under program control, the Z8611 can be 
tailored to the needs of its user. It can be con¬ 



PORT 0 

(NIBBLE 

PROGRAMMABLE) 

I/O OR A 8 -A.., 


PORT 2 

(BIT PRO¬ 
GRAMMABLE) 

I/O 


PORT 3 

(FOUR INPUT; 
FOUR OUTPUT) 

SERIAL AND 
PARALLEL I/O 
AND CONTROL 


Z8™ Family of 
Microcomputers 
Z8611 * Z8612 ♦ Z8613 

Product 

Specification 

December 1980 


Z8611 Single-Chip Microcomputer with 4K ROM 
Z8612 Development Device with Memory Interface 
Z8613 Prototyping Device with EPROM Interface 


■ Full-duplex UART and two programmable 
8-bit counter/timers, each with a 6-bit 
programmable prescaler. 

■ Register Pointer so that short, fast instruc¬ 
tions can access any of nine working- 
register groups in 1.5 [is. 

■ On-chip oscillator which accepts crystal or 
external clock drive. 

■ Low-power standby option which retains 
contents of general-purpose registers. 

■ Single -l- 5 V power supply—all pins TTL 
compatible. 


figured as a stand-alone microcomputer with 
4K bytes of internal ROM, a traditional micro¬ 
processor that manages up to 120K bytes of 
external memory, or a parallel-processing ele¬ 
ment in a system with other processors and 
peripheral controllers linked by the Z-BUS. In 
all configurations, a large number of pins 
remain available for I/O. 



Figure 1. Z86U MCU Pin Functions 


Figure 2. Z8611 MCU Pin Assignments 
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Architecture Z8611 architecture is characterized by a 

flexible I/O scheme, an efficient register and 
address space structure and a number of 
ancillary features that are helpful in many 
applications. 

Microcomputer applications demand power¬ 
ful I/O capabilities. The Z8611 fulfills this with 
32 pins dedicated to input and output. These 
lines are grouped into four ports of eight lines 
each and are configurable under software con¬ 
trol to provide timing, status signals, serial or 
parallel I/O with or without handshake, and an 
address/data bus for interfacing external 
memory. 

Because the multiplexed address/data bus is 
merged with the I/O-oriented ports, the Z8611 
can assume many different memory and I/O 
configurations. These configurations range 
from a self-contained microcomputer to a 


microprocessor that can address 120K bytes of 
external memory (Figure 3). 

Three basic address spaces are available to 
support this wide range of configurations: pro¬ 
gram memory (internal and external), data 
memory (external) and the register file (inter¬ 
nal). The 144-byte random-access register file 
is composed of 124 general-purpose registers, 
four I/O port registers, and 16 control and 
status registers. 

To unburden the program from coping with 
real-time problems such as serial data com¬ 
munication and counting/timing, an asynchro¬ 
nous receiver/transmitter (UART) and two 
counter/timers with a large number of user- 
selectable modes are offered on-chip. Hard¬ 
ware support for the UART is minimized 
because one of the on-chip timers supplies the 
bit rate. 



(BIT PROGRAMMABLE) 


ADDRESS OR I/O 
(NIBBLE PROGRAMMABLE) 


ADDRESS/DATA OR I/O 
(BYTE PROGRAMMABLE) 


Pin 

Description 


Figure 3. Functional Block Diagram 


AS. Address Strobe (output, active Low). 
Address Strobe is pulsed once at the begin¬ 
ning of each machine cycle. Addresses output 
via Port 1 for all external program or data 
memory transfers are valid at the trailing edge 
of AS. Under program control, AS can be 
placed in the high-impedance state along with 
Ports 0 and 1, Data Strobe and Read/Write. 

DS. Data Strobe (output, active Low). Data 
Strobe is activated once for each external 
memory transfer. 

PO 0 -PO 7 . PI 0 -PI 7 . P2o-P2 7 . P3o-P3 7 . I/O Port 
Lines (input/outputs, TTL-compatible). These 
32 lines are divided into four 8-bit I/O ports 


that can be configured under program control 
for I/O or external memory interface. 

RESET. Beset (input, act ive Low ). RESET ini¬ 
tializes the Z8611. When RESET is deactivated, 
program execution begins from internal pro¬ 
gram location OOOCh. 

R/W. Read/Write (output). R/W is Low when 
the Z8611 is writing to external program or 
data memory. 

XTAL1, XTAL2. Crystal 1, Crystal 2 (time-base 
input and output). These pins connect a series- 
resonant crystal (8 MHz maximum) or an exter¬ 
nal single-phase clock (8 MHz maximum) to 
the on-chip clock oscillator and buffer. 
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Address 

Spaces 


APP1 


Program Memory. The 16-bit program 
counter addresses 64K bytes of program 
memory space. Program memory can be 
located in two areas: one internal and the 
other external (Figure 4). The first 4096 bytes 
consist of on-chip mask-programmed ROM. At 
addresses 4096 and greater, the Z8611 
executes external program memory fetches. 

The first 12 bytes of program memory are 
reserved for the interrupt vectors. These loca¬ 
tions contain six 16-bit vectors that correspond 
to the six available interrupts. 

Data Memory. The Z8611 can address 60K 
bytes of external data memory beginning at 



Figure 4. Program Memory Map 


LOCATION ________ lOWTiniM 


266 

•TACK POINTER (BITS 7-0) 

•PL 

264 

•TACK POINTER (BIT* 16-6) 

•PH 

263 

REQISTIR POINTER 

RP 

262 

PROGRAM CONTROL FLAGS 

FLAGS 

261 

INTERRUPT MASK REGISTER 

IMR 

260 

INTERRUPT REQUEST REGISTER 

IRQ 

246 

INTERRUPT PRIORITY REGISTER 

IPR 

246 

PORTS 0-1 MODE 

P01M 

247 

PORT 3 MODE 

P3M 

246 

PORT 2 MODE 

P2M 

246 

TO PRESCALER 

PREO 

244 

TIMER/COUNTER 0 

TO 

243 

T1 PRESCALER 

PRE1 

242 

TIMER/COUNTER 1 

T1 

241 

TIMER MODE 

TMR 

240 

3ERIAL I/O 

SIO 


NOT 

IMPLEMENTED 


127 

GENERAL-PURPOSE 

REGISTERS 


4 



3 

PORT 3 

P3 

2 

PORT 2 

P2 

1 

PORT 1 

PI 

0 

PORTO 

P0 


Figure 6. The Register File 


locations 4096 (Figure 5). External data 
memory may be included with or separated 
from the external program memory space. 

DM, an optional I/O function that can be 
programmed to appear on pin P34, is used 
to distinguish between data and program 
memory space. 

Register File. The 144-byte register file 
includes four I/O port registers (R0-R3), 124 
general-purpose registers (R4-R127) and 16 
control and status registers (R240-R255). These 
registers are assigned the address locations 
shown in Figure 6. 

Z8611 instructions can access registers 



Figure 5. Data Memory Map 
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Address 

Spaces 

(Continued) 


directly or indirectly with an 8 -bit address 
field. The Z8611 also allows short 4-bit register 
addressing using the Register Pointer (one of 
the control registers). In the 4-bit mode, the 
register file is divided into nine working- 
register groups, each occupying 16 contiguous 
locations (Figure 7). The Register Pointer 
addresses the starting location of the active 
working-register group. 


Stacks. Either the internal register file or the 
external data memory can be used for the 
stack. A 16-bit Stack Pointer (R254 and R255) 
is used for the external stack, which can reside 
anywhere in data memory between locations 
4096 and 65535. An 8 -bit Stack Pointer (R255) 
is used for the internal stack that resides within 
the 124 general-purpose registers (R4-R127). 


Serial 

Input/ 

Output 


Port 3 lines P3o and P 37 can be programmed 
as serial I/O lines for full-duplex serial asyn¬ 
chronous receiver/transmitter operation. The 
bit rate is controlled by Counter/Timer 0, with 
a maximum rate of 62.5K bits/second. 

The Z8611 automatically adds a start bit and 
two stop bits to transmitted data (Figure 8 ). 
Odd parity is also available as an option. Eight 
data bits are always transmitted, regardless of 

Transmitted Data 

(No Parity) 


parity selection. If parity is enabled, the eighth 
bit is the odd parity bit. An interrupt request 
(IRQ 4 ) is generated on all transmitted 
characters. 

Received data must have a start bit, eight 
data bits and at least one stop bit. If parity is 
on, bit 7 of the received data is replaced by a 
parity error flag. Received characters generate 
the IRQ 3 interrupt request. 

Received Data 

(No Parity) 


|sp 

sp|d,|d,|d 5 |d 4 

j D 3 1 0 , | D, | Oaj STj 



L 


START BIT 
EIGHT DATA BITS 


|.p|Q 7 |D.|D i [0|D.|0,|D,i^|ST| 

^— START BIT 

-EIGHT DATA BITS 

-ONE STOP BIT 


Transmitted Data 

(With Parity) 


Received Data 

(With Parity) 


[sp 

sp) 1 

> | o # | d 5 | o 4 1 b 3 1 Dj 1 o t 1 d 0 | st| 




1-START BIT 




-SEVEN DATA BITS 




-TWO STOP BITS 


[ SP | P 1 D» | D 5 | D 4 1 Dj I P? 1 Pi | Dp | ST | 


L 


START BIT 
SEVEN DATA BITS 
PARITY ERROR FLAG 
ONE STOP BIT 


Figure 8. Serial Data Formats 


Counter/ 

Timers 


The Z8611 contains two 8 -bit programmable 
counter/timers (To and Ti), each driven by its 
own 6 -bit programmable prescaler. The Ti 
prescaler can be driven by internal or external 
clock sources; however, the To prescaler is 
driven by the internal clock only. 

The 6 -bit prescalers can divide the input fre¬ 
quency of the clock source by any number 
from 1 to 64. Each prescaler drives its counter, 
which decrements the value (1 to 256) that has 
been loaded into the counter. When the 
counter reaches the end of count, a timer 
interrupt request—IRQ 4 (To) or IRQ 5 (Ti)— 
is generated. 

The counters can be started, stopped, 
restarted to continue, or restarted from the 
initial value. The counters can also be pro¬ 
grammed to stop upon reaching zero (single¬ 


pass mode) or to automatically reload the 
initial value and continue counting (modulo-n 
continuous mode). The counters, but not the 
prescalers, can be read any time without 
disturbing their value or count mode. 

The clock source for Ti is user-definable and 
can be the internal microprocessor clock 
(4 MHz maximum) divided by four, or an 
external signal input via Port 3. The Timer 
Mode register configures the external timer 
input as an external clock (1 MHz maximum), 
a trigger input that can be retriggerable or 
non-retriggerable, or as a gate input for the 
internal clock. The counter/timers can be pro- 
grammably cascaded by connecting the To out¬ 
put to the input of Tp Port 3 line P36 also 
serves as a timer output (Tout) through which 
Tq, Ti or the internal clock can be output. 
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I/O Port* 


The Z8611 has 32 lines dedicated to input 
and output. These lines are grouped into four 
ports of eight lines each and are configurable 
as input, output or address/data. Under soft¬ 
ware control, the ports can be programmed to 


provide address outputs, timing, status signals, 
serial I/O, and parallel I/O with or without 
handshake. All ports have active pull-ups and 
pull-downs compatible with TTL loads. 


Port 1 can be programmed as a byte I/O 
port or as an address/data port for interfacing 
external memory. When used as an I/O port, 
Port 1 may be placed under handshake con¬ 
trol. In this configuration, Port 3 lines P 33 and 
P 34 are u sed as the handshake controls RDYi 
and DAVi (Ready and Data Available). 

Memory locations greater than 4096 are 
referenced through Port 1. To interface exter¬ 
nal memory, Port 1 must be programmed 
for the multiplexed Address/Data mode. If 
more than 256 external locations are required, 
Port 0 must output the additional lines. 

Port 1 can be placed in the high-impedance 
state along with Port 0, AS, DS and R/W, 


allowing the Z8611 to share common resources 
in multiprocessor and DMA applications. Data 
transfers can be controlled by assigning P 33 as 
a Bus Acknowledge input, and P 34 as a Bus 
Request output. 



Figure 9a. Port 1 


Port 0 can be programmed as a nibble I/O 
port, or as an address port for interfacing 
external memory. When used as an I/O port, 
Port 0 may be placed under handshake con¬ 
trol. In this configuration, Port 3 lines P 32 an d 
P 3 s are used as the handshake controls DAVo 
and RDYo- Handshake signal assignment is 
dictated by the I/O direction of the upper 
nibble PO 4 -PO 7 . 

For external memory references, Port 0 can 
provide address bits As-An (lower nibble) or 
A 8 -A 15 (lower and upper nibble) depending 
on the required address space. If the address 
range requires 12 bits or less, the upper nibble 
of Port 0 can be programmed independently as 


I/O while the lower nibble is used for address¬ 
ing. When Port 0 nibbles are defined as 
address bits, they can be set to the high- 
impedance state along withPort 1 and the con¬ 
trol signals AS, DS and R/W. 



Figur* 9b. Port 0 


Port 2 bits can be programmed inde¬ 
pendently as input or output. This port is 
always available for I/O operations. In addi¬ 
tion, Port 2 can be configured to provide 
open-drain outputs. 

Like Ports 0 and 1, Port 2 may also be 
placed under handshake control. In this con¬ 
figuration, Port 3 lines P3i a nd P3 6 are used as 
the handshake controls lines DAV 2 and RDY 2 . 
The handshake signal assignment for Port 3 
lines P3i and P36 is dictated by the direction 
(input or output) assigned to bit 7 of Port 2. 


Port 3 lines can be configured as I/O or con¬ 
trol lines. In either case, the direction of the 
eight lines is fixed as four input (P3o-P33) and 
four output (P 34 -P 37 ). For serial I/O, lines P3o 
and P 37 are programmed as serial in and serial 
out respectively. 

Port 3 can also provide the following control 
f uncti ons: handshake for Ports 0, 1 and 2 
(DAV and RDY); four external interrupt 
request signals (IRQ 0 -IRQ 3 ); timer input and 
output signals (Tin and Tout) and Data 
Memory Select (DM). 
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Interrupts 


The Z8611 allows six different interrupts from 
eight sources: the four Port 3 lines P3o-P33, 
Serial In, Serial Out, and the two counter/ 
timers. These interrupts are both maskable and 
prioritized. The Interrupt Mask register glob¬ 
ally or individually enables or disables the six 
interrupt requests. When more than one inter¬ 
rupt is pending, priorities are resolved by a 
programmable priority encoder that is con¬ 
trolled by the Interrupt Priority register. 

All Z8611 interrupts are vectored. When an 
interrupt request is granted, an interrupt 
machine cycle is entered. This disables all 


subsequent interrupts, saves the Program 
Counter and status flags, and branches to the 
program memory vector location reserved for 
that interrupt. This memory location and the 
next byte contain the 16-bit address of the 
interrupt service routine for that particular 
interrupt request. 

Polled interrupt systems are also supported. 
To accommodate a polled structure, any or all 
of the interrupt inputs can be masked and the 
Interrupt Request register polled to determine 
which of the interrupt requests needs service. 


Clock 


The on-chip oscillator has a high-gain, 
series-resonant amplifier for connection to a 
crystal or to any suitable external clock source 
(XTAL1 = Input, XTAL2 = Output). 

The crystal source is connected across 
XTAL1 and XTAL2., using the recommended 
capacitors (Ci = 15 pF) from each pin to 


ground. The specifications for the crystal are 
as follows: 

■ AT cut, series resonant 

■ Fundamental type, 8 MHz maximum 

■ Series resistance, R s < 100 12 


Power Down The low-power standby mode allows power 
Standby to be removed without losing the contents of 

Option the 124 general-purpose registers. This mode 

is available to the user as a bonding option 
whereby pin 2 (normally XTAL2) is replaced 
by the Vmm (standby) power supply input. This 
necessitates the use of an external clock 
generator (input = XTAL1) rather than a 
crystal source. 

The removal of power, whether intended or 
due to power failure, must be preceded by a 
software routine that stores the appropriate 
status into the register file Figure 10 shows 


the recommended circuit for a battery back-up 
supply system. 



Figure 10. Recommended Driver Circuit 
for Power Down Operation 


This 64-pin development version of the 
40-pin mask-programmed Z8611 (Figure 11) 
allows the user to prototype the system in hard¬ 
ware with an actual device and to develop the 
code that is eventually mask-programmed into 
the on-chip ROM of the Z8611. 

The Z8612 is identical to the Z8611 with the 
following exceptions: 

■ The internal ROM has been removed. 

■ The ROM address lines and data lines are 
buffered and brought out to external pins. 

■ Control lines for the new memory have 
been added. 

Pin Description. The functions of the Z8612 
I/O line s, AS, DS, R/W, XTAL1, XTAL2 and 
RESET are identical to those of their Z8611 
counterparts. The functions of the remaining 
24 pins are as follows: 

Ao-Aii. Program Memory Address (outputs). 
Ao-An access the first 4K bytes of program 
memory. 


Z8612 

Development 

Device 



Figure 11. Z8612 Pin Assignments 
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National 

Semiconductor 


DP8350 Series CRT Controllers 


JUNE 1981 


General Description 

The DP8350 Series of CRT Controllers are single-chip 
bipolar (l 2 L technology) circuits in a 40-pin package. They 
are designed to be dedicated CRT display refresh cir¬ 
cuits. Three standard products are available, designated 
DP8350, DP8352, DP8353. Custom devices, however, are 
available in a broad range of mask programmable options. 

The CRT Controller (CRTC) provides an internal dot rate 
crystal controlled oscillator for ease of system design. 
For systems where a dot rate clock is already provided, 
an external clock may be inputted to the CRTC. In either 
case system synchronization is made possible with the 
use of the buffered Dot Rate Clock Output. 

The DP8350 Series has 11 character generation related 
timing outputs. These outputs are compatible for sys¬ 
tems with or without line buffers, using character ROMs, 
or DM86S64-type latch/ROM/shift register circuits. 

12 bits (4k) of bidirectional TRI-STATE® character mem¬ 
ory addresses are provided by the CRTC for direct inter¬ 
face to character memory. 

Three on-chip registers provide for external loading of the 
row starting address, cursor address, and top-of-page 
address. 

A complete set of video outputs is available including 
cursor enable, vertical blanking, horizontal sync, and 
vertical sync. 

The DP8350 Series CRTC provides for a wide range of 
programmablility using internal mask programmable 
ROMs: 

TRI-STATE is a registered trademark of National Semiconductor Corp. 


Connection Diagram 


• Character Field (both number of dots/character and 
number of scan lines/character) 

• Characters per Row 

• Character Rows per Video Frame 

• Format of Video Outputs 

The CRTC also provides system sync and program inputs 
including Refresh Control, Reset, and Address Mode. 

Features 

■ Internal crystal controlled dot rate oscillator 

■ External dot rate clock input 

■ Buffered dot rate clock output 

■ Timing pulses for character generation 

■ Character memory address outputs (12 bits) 

■ Internal cursor address register 

■ Internal row starting address register 

■ Internal top-of-page address register (for scrolling) 

■ Programmable horizontal and vertical sync outputs 

■ Programmable cursor enable output 

■ Programmable vertical blanking output 

■ 2 programmable refresh rates, pin selectable 

■ Programmable characters/row (128 max.) 

■ Progammable character field size (up to 16 dots x 16 
scan line field size) 

■ Programmable scan lines/frame (512 max.) 

■ Programmable character rows/frame 

■ Single +5V power supply 

■ Inputs and outputs TTL compatible 

■ Direct interface with DM86S64 character generator 

■ Ease of system design/application 


REGISTER SELECT B 
VERTICAL BLANKING 
REFRESH CONTROL 
VERTICAL SYNC 


FULL/HALF 


LINE 

COUNTER 

OUTPUTS 


LC3 

LC 2 

LCl 

LCo 


CLEAR LINE COUNTER 
ADDRESS MODE 
LINE BUFFER 
RECIRCULATE ENABLE 
LINE RATE CLOCK 
HORIZONTAL SYNC 


RESET 


LINE BUFFER CLOCK 
EXTERNAL CHAR/ 
LINE CLOCK 
LOAD VIDEO SHIFT REGISTER 


CURSOR ENABLE 
GND 


“f 1 -^ 


DP 8350 
DP 8352 
DP 8353 


Ordering Information: 
DP8350N 
DP8352N 
DP8353N 


Vcc (+5 V| 
REGISTER SELECT A 
REGISTER LOAD 


RAM ADDRESS ENABLE 
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The Video Display 

Discussion of the CRT Controller necessitates an under¬ 
standing of the video display as presented by a raster 
scan monitor. The resolution of the data displayed on the 
monitor screen is a function of the dot size. As shown in 
Figure 1, the dot size is determined by the frequency of 
the system dot clock. The visible size of the dot can be 
modified to less than 100% by external gating of the 
serial video data. The CRT Controller organizes the dots 


into cell groupings that define video rows. These cells 
are accessed by a specific horizontal address output 
(4096 maximum) and are resolved by a row scan-line- 
counter output (16 maximum) as shown in Figure 2. The 
relation of the video portion of a frame to the horizontal 
blanking and vertical blanking intervals is shown in 
Figure 3 in a two-dimensional format. 


h— DOT INTERVAL 


juwLnjLruuuinrL 


SERIAL VIDEO DATA 
INPUTED TO MONITOR 


ru L_n_ 



GATED DOT PROVIDES SPACE 
BETWEEN CONSECUTIVE DOTS 


Figure 1. Dot Definition 


SCAN LINE (ELECTRON BEAM TRACE) 

\ ADDRESS HHH 



\ 


DOT INTERVAL 

Figure 2. Character Cell Definition 

(Example Shown is a 7 x 10 Character Cell) 


TYPICAL POSITION 



Figure 3. Frame Format Definition 
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Character Generation/Timing Outputs 

The CRT controller provides 11 Interface timing outputs 
for line buffers, character generator ROMs, DM86S64- 
type latch/ROM/shift register combination character 
generators, and system status timing. All outputs are 
buffered to provide TTL compatible direct Interface to 
popular system circuits such as: 

• DM86S64 Series Character Generators 

• MM52116 Series Character ROMs 

• DM74166 Dot Shift Register 

• MM5034, MM5035 Octal 80-Bit Shift Registers (Line 
Buffers) 

Dot Rate Clock: This output is provided for use in 
system synchronization and interface to the dot shift 
register used in character generation. This output is 
non-inverting with respect to an external clock applied 
to the XI oscillator input (see Figure 6). The dot rate 
clock output exhibits a 50% duty cycle. All CRTC output 
logic transitions are synchronous with the rising edge of 
the Dot Rate Clock output. 

Latch Character Generator Address (Character Rate 

Clock): This output provides an active clock pulse at 
character rate frequency which is active at all times. 
The rising edge of this pulse is synchronous with the 
beginning of each character cell. This output is in¬ 
tended for direct interface to character/video genera¬ 
tion data latch registers. 

Line Rate Clock: This output provides an active clock 
pulse at scan-line rate frequency (horizontal frequency), 
which is active at all times. The falling edge of this pulse 
is synchronous with the beginning of horizontal blanking. 
This output is intended for direct interface to character 
generation scan line counters. 

Load Video Shift Register: This output provides a char¬ 
acter rate signal intended for direct interface to the video 
dot shift register used in character generation. Active low 
pulses are outputted only during video time. As a result 
of the inactive time, horizontal and vertical video blank¬ 
ing can be derived from this output signal. 

Clear Line Counter: This output signal is active only 
during the first scan line of all rows. It exhibits an active 
low pulse identical and synchronous to the Line Rate 
Clock and is provided for direct interface to character 
generation scan line counters. 

Line Counter Outputs (LC 0 to LC 3 ): These outputs clock 
at line rate frequency, synchronous with the falling edge 
of the line rate clock, and provide a consecutive binary 
count for each scan line within a row. These outputs are 
provided for system designs that require decoded infor¬ 
mation indicating the present scan line position within a 
row. These outputs are always active, however, the next 
to the last row during vertical blanking will exhibit an in¬ 
valid line count as a function of internal frame synchro¬ 
nization. 

Line Buffer Clock: This output directly interfaces to data 
shift registers when they are incorporated as line buffers 
in a system design (see Figure 16). This signal is active at 
character rate frequency and is intended for shift regis¬ 
ters that shift on a falling edge clock. This output is inac¬ 
tive during all horizontal blanking intervals yielding the 
number of active clocks per scan line equal to the number 


of video characters per row. For custom requirements, 
the duty cycle of this output is mask programmable. 

Line Buffer Recirculate Enable: This output is provided 
to control the input loading mode of the data shift regis- 
ter (line buffer) when used in a system design. The format 
of this output is intended for shift registers that load ex¬ 
ternal data Into the input with the mode control in the 
low state, and load output data into the input (recircu¬ 
late) with the mode control in the high state. This output 
will transition to the low state, synchronous with the line 
rate clock falling edge, for one complete scan line of each 
row. The position of this scan line will either be the first 
scan line of the addressed row, or the last scan line of 
the previous row depending upon the logic level of the 
address mode input (pin 11), tabulated in Table 3. 


Memory Address Outputs/Inputs and Registers 

Address Outputs (Aq-A^): These 12 address bits (4k) 
are bi-directional TRI-STATE® outputs that directly inter¬ 
face to the system RAM memory address bus. 

In the output mode (enabled), these outputs will exhibit 
a specific 12-bit address for each video character cell to 
be displayed on the CRT screen. This 12-bit address 
increments sequentially at character rate frequency 
and is valid at the address bus 2 character times prior to 
the addressed character appearing as video on the CRT 
screen. This pipelining by 2 characters is provided to 
allow sufficient time for first, accessing the RAM mem¬ 
ory, and second, accessing the character generation 
memory with the RAM memory data. Since a character 
cell is comprised of several scan lines of the CRT beam, 
the sequential address output string for a given video 
row is identically repeated for each scan line within the 
row. The starting address for each /ideo scan line is 
stored within an internal 12-bit register called the Row 
Start Register. At the beginning of each video scan line, 
the internal address counter logic is preset with the 
contents of the Row Start Register (see Figure 4). To 
accomplish row by row sequential addressing, internal 
logic updates the Row Start Register at the beginning of 
the first scan line of a video row with the last address +1 
of the last scan line of the previous video row. Since the 
number of address locations on the video screen display 
is typically much less than the 4k dimension of the 12-bit 
address bus, an internal 12-bit register called the Top Of 
Page Register, contains the starting address of the first 
video row. Internal logic loads the contents of this top 
of page register into the Row Start Register at the begin¬ 
ning of the first scan line of the first video row. The Top 
Of Page Register is loaded with address zero whenever 
the Reset input is pulsed to the logic “0” state. 


In the input mode (disabled), external addresses can be 
loaded into the internal 12-bit registers by external con- 
trol o f the register select A, register select B, and register 
load inputs (see Table 1). As a result of specific external 
loading of the contents of the Row Start Register, Top 
Of Page Register, and the Cursor Register, row by row 
page scrolling, non-sequential row control, and cursor 
location control, can easily be accomplished. 
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During the non-video intervals, the address output oper¬ 
ation is modified. During all horizontal blanking intervals, 
the incrementing of the address counter is inhibited and 
the address count is held constant at the last video ad¬ 
dress + 1. For example, if a video row has an 80 character 
cell format and addressing for the video portion of a 
given scan line starts at address 1, the address counter 
will increment up through address 81. Address 81 is 
held constant during the horizontal blanking interval 
until 3 character times before the next video scan line. 
At this point, the address counter is internally loaded 
with the contents of the Row Start Register which may 
contain address 1 or 81 as a function of internal control, 
or a new address that was loaded from the external bus. 
During vertical blanking, however, this loading of the 
internal address counter with the contents of the Row 
Start Register is inhibited providing scan line by scan 
line sequential address incrementing. This allows mini¬ 
mum access time to the CRTC when the address counter 
outputs are being used for dynamic RAM refresh. 

RAM Address Enable Input: At all times the status of 
the bi-directional address outputs is controlled exter¬ 
nally by the logic level of the enable input. A ‘low’ logic 
level at this input places the address outputs in the TRI¬ 
STATE* (disabled) input mode. A ‘high’ logic level at 
this input places the address outputs in the active (en¬ 
abled) output mode. 

Register Load/Select Inputs: When the Register Load 
input is pulsed to the logic ‘low’ state, the Top Of Page, 
Row Start, or Cursor Register will be loaded with a 12-bit 
address which originates from either the internal address 
counter or the external address bus (refer to discussion 
on register loading constraints). The destination register 
is selected prior to the load pulse by setting the register 
select inputs to the appropriate state as defined in 
Table 1. 


Table 1. Register Load Truth Table 


Register 
Select A 
(Pin 39) 

Register 
Select B 
(Pin 1) 

Register 
Load Input 
(Pin 38) 

Register Loading 
Destination 

0 

0 

0 

No Select 

0 

1 

0 

Top-of-Page 

1 

0 

0 

Row-Start* 

1 

1 

0 

Cursor 

X 

X 

1 

No Load 

‘During the vertical blanking interval, a load to this regis¬ 
ter is internally routed to the Top-Of-Page register. 


Internal Registers and Loading Constraints: There are 3 
internal 12-bit registers that facilitate video screen 
management with respect to row-by-row page scrolling, 
non-sequential row control and cursor location. These 
registers can be loaded with addresses from the exter¬ 
nal address bus while the address outputs are disabled 
(RAM address enable inut in the low state), by control¬ 
ling the register select and load inputs within the con¬ 
straints of each register. 


The Row-Start Register (RSR) holds the starting address 
for each scan line of the video portion of a frame. The 
video addressing format is completely determined by the 
contents of this register. With no external loading, the 
RSR is automatically loaded by internal control such 
that row-by-row sequential addressing is achieved. Re¬ 
ferring to Figure 4, the RSR is loaded automatically once 
for each video row during the first addressed scan line. 
The source of the loaded address is internally controlled 
such that the RSR load for the first video row comes from 
the Top-Of-Page Register. The RSR load for all subse¬ 
quent video rows comes from the address counter which 
holds the last displayed address + 1. If non-sequential 
row formatting is desired, the RSR can be loaded exter¬ 
nally with a 12-bit address. However, this external load 
must be made prior to the internal automatic load. Gen¬ 
erally speaking, the external load to the RSR should be 
made during the video domain of the last addressed scan 
line of the previous row. Figure 4 indicates the internal 
automatic loading intervals which must be avoided, if the 
load must be made during the horizontal blanking inter¬ 
val. Once an external address has been loaded to the 
RSR, the next occurring internal automatic RSR load will 
be inhibited by internal detection logic. If an external 
load is made to the RSR during the vertical blanking 
interval, the 12-bit address is loaded into the Top-Of- 
Page Register instead of the RSR as a result of internal 
control. This internal function is performed due to the 
fact that the address loaded into the RSR for the first 
video row can only come from the Top-Of-Page Register. 

The Top-Of-Page register (TOPR) holds the address of the 
first character of the first video row. As a function of 
internal control the contents of this register are loaded 
into the RSR at the beginning of the first addressed 
scan line of the first video row (see Figure 4). This 
loading operation is strictly a function of internal 
control and cannot be overridden by an external load to 
the RSR. For this reason, any external load to the RSR 
during the vertical blanking interval is interpreted 
internally as a TOPR load. When the Reset input is 
pulsed to the logic “0” state, the TOPR register is 
loaded with address zero by internal control. This yields 
a video page display with the first row of sequential 
addressing beginning at zero. Page scrolling can be 
accomplished by externally loading a new address into 
the TOPR. This loading operation can be performed at 
any time during the frame prior to the interval where the 
TOPR is loaded automatically into the RSR (see Figure 
4). Once the TOPR has been loaded, it does not have to 
be accessed again until the contents are to be modified. 

The Cursor Register (CR) holds the present address of 
the cursor location. A true comparison of the address 
counter outputs and the contents of the CR results in a 
Cursor Enable o utput s ignal delayed by two character 
times. When the Reset input is pulsed to the logic “0” 
state, the contents of the CR are set to address zero by 
internal control. Modifying the contents of the CR is 
accomplished by external loading at any time during 
this frame. Typically, loading is performed only during 
intervals when the address outputs are not actively 
controlling the video display. Once the CR has been 
loaded, it does not have to be accessed again until the 
contents are to be modified. 
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HORIZONTAL BLANKING-\ /-VIDEO 



Note 1: Dimensions are in character time intervals. 

Note 2: "A” denotes the interval that the address counter is 
preset with the contents of the Row Start Register. 

Note 3: “RSR” denotes the interval that the Row Start Register 
is internally loaded with either the contents of the Top-Of-Page 
Register (1st video row) or the last video address + 1 from the 
address counter. 

Figure 4. Automatic Internal Loading Intervals 


Video-Related Outputs 

Horizontal Sync: This output provides the necessary 
scan line rate sync signal for direct interface to either 
three-terminal or composite sync monitors. The pulse 
width, position, and logic polarity are mask program¬ 
mable, in character time increments, for custom require¬ 
ments. This output may also be mask programmed to 
have RS-170 compatible serration pulses during the verti¬ 
cal sync interval (refer to DP8352 format and Figure 15). 

Vertical Sync: This output provides the necessary frame 
rate sync signal for direct interface to either three-terminal 
or composite sync monitors. The pulse width, position, 
and logic polarity are mask programmable, in scan line 
increments, for custom requirements. 

Cursor Enable: This output provides a signal that is in¬ 
tended to be combined with the video signal to display a 
cursor attribute which serves as a visual pointer for video 
RAM location. Internally, the 12-bit address count is 
continuously being compared with the 12-bit address 
stored in the Cursor Register. When a true compare is 
detected, an active high level signal will be present at 
the Cursor Enable output, delayed by 2 character times 
after the corresponding address bus output. The signal 


is delayed by 2 character times so that it will be coinci¬ 
dent with the video information resulting from the cor¬ 
responding address. Mask programmability allows the 
cursor enable output signal to be formatted such that a 
signal will be outputted for all addressed scan lines of a 
video character cell or any single scan line of that cell. 
The cursor enable output signal is inhibited during the 
horizontal and vertical blanking intervals so that video 
blanking is maintained. When the addressing is ad¬ 
vanced by setting the address mode input (pin 11) in the 
logic “0” state, the cursor enable signal will also be 
shifted with respect to the scan line count. Specifically, 
for a character cell with the cursor output active on all 
addressed scan lines of the cell, the first scan line of 
the cursor signal will occur at the last scan line count of 
the previous video row, and the last scan line count of 
the addressed character cell will have no cursor output 
signal. This mode of operation gives rise to a unique 
situation for the first video row where the first addressed 
scan line of a character cell has no cursor output signal 
since its advanced scan line position is inhibited by the 
vertical blanking interval. 
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CRT System Control Functions 

Refresh Control Input: This input provides a logic level 
selectable CRT system refresh rate. Typically, this input 
will select either a 60 Hz or 50 Hz refresh rate to provide 
geographical marketing flexibility. However, mask pro¬ 
grammability provides the capability of a wide range of 
frequencies for custom requirements. For definition of 
the input logic truth table and the refresh rate format, 
refer to Table 2 and the standard device type format 
tables. 


Table 2. Refresh Rate Select Truth Table 


Refresh Control 
(Pin 3) 

Logic Level 

Frame Refresh Rate 

Symbol 

DP8350 

DP8352 

DP8353 

1 

fl 

60 Hz 

60 Hz 

60 Hz 

0 

fO 

50 Hz 

50 Hz 

50 Hz 


Vertical Blanking Output: This output provides a signal 
that transitions at the end of the last video scan line of 
the last video row and indicates the beginning of the 
vertical blanking interval. This signal transitions back to 
the inactive state during the row of scan lines just prior 
to the first video row. The transition position within this 
last row of vertical blanking, as well as the active logic 
polarity, is a function of the particular device format 
(item 21 of the format tables) or is mask programmable 
for custom requirements. 

Address Mode: When a system utilizes a line buffer shift 
register, the first scan line of addressing for a row is used 
to load the shift register. As a result of this loading 
operation, addressing for a particular row will not begin 
accessing the video RAM until the second scan line of 
addressing for the row. It also follows that the first scan 
line of a row can only exhibit addressed data for the pre¬ 
vious video row that is in the shift register. This offset in 
addressing becomes a problem for character generation 
designs that output video on the first scan line of a row 
(with respect to the line counter outputs). The result is 
invalid data being displayed for the first scan line. One 
solution would be to utilize a character generation de¬ 
sign that began outputting video on the second scan line 
of a row. However, since most single chip character 
generators begin video on the first scan line, the DP8350 
series CRT controller provides a pin selectable advanced 
addressing mode which will compensate for addressing 
shifts resulting from shift register loading. Referring to 
Table 3, a high logic level at this input will cause address¬ 
ing to be coincident with the scan line counter positions 
of a row, and a low logic level at this input will cause 
addressing to start on the last scan line counter position 
of the previous row. This shifted alignment of the ad¬ 
dressing, with respect to the designated scan lines of a 
row, is diagrammed in Figure 5. Characteristically, it fol¬ 
lows that, when addressing is advanced by one scan line, 
the Line Buffer Recirculate Enable output and the Cursor 
Enable output are also advanced by one scan line. This 
advanced position of the Cursor Enable output may 
deserve special consideration depending upon the sys¬ 
tem design. 


Table 3. Address Mode Truth Table 


Address Mode 
Input (Pin 11) 

(Logic Level) 

New Row Addressing At Address 
Outputs and Line Buffer Recirculate 
Enable Logic Low Level 

(Scan Line Position) 

0 

Last scan line of previous row 

1 

First scan line of row 


Full/Half Row Control: This control input is provided 
for applications that require the option of half-page ad¬ 
dressing. As an example, if the normal video page format 
is 80 characters/row by 24 rows, setting this input to the 
logic “0” state will cause the video format to become 
evenly spaced at 80 characters/row by 12 rows. Specifi¬ 
cally, when this input is in the logic “0” state, row ad¬ 
dressing is repeated for every other row. This yields suc¬ 
cessive groups of two rows of identical addressing. The 
second row of addressing, however, has the Load Video 
Shift Register output and the Cursor Enable output inter¬ 
nally inhibited to provide the necessary video blanking. 
Setting this input to the logic “1” state yields normal 
frame addressing. 

External Character/Line Rate Clock: This input is in¬ 
tended to aid testing of the CRTC and is not meant to be 
used as an active input in a CRT system. When this 
input is left open, it is guaranteed not to interfere with 
normal operation. 

Reset Input: This input is provided for power-up syn¬ 
chronization. When brought to the logic “0” state, device 
operation is halted. Internal logic is set at the beginning 
of vertical blanking, and the Top-Of-Page Register and 
the Cursor Register are loaded with address zero. When 
this input returns to the logic “1” state, device operation 
resumes at the vertical blanking interval followed by 
video addressing which begins at zero. This input has 
hysteresis and may be connected through a resistor to 
V cc and through a capacitor to ground to accomplish a 
power-up Reset. The logic “0” state should be main¬ 
tained for a minimum of 250ns. 
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Figure 5. Address Mode Functionality 
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Crystal Inputs XI and X2: The “Pierce”-type oscillator 
is controlled by an external crystal providing parallel 
resonant operation. Connection of external bias compo¬ 
nents is made to pin 22 (XI) and pin 21 (X2) as shown in 
Figure 6. It is important that the crystal be mounted in 
close proximity to the XI and X2 pins to ensure that 
printed circuit trace lengths are kept to an absolute mini¬ 
mum. Typical specifications for the crystal are shown in 
Table 4 for each of the standard products, DP8350, 
DP8352, and DP8353. When customer mask options re¬ 
quire higher frequencies, it may be necessary to change 
the crystal specifications and biasing components. If 
the CRTC is to be clocked by an external system dot 
clock, pin 22 (XI) should be driven directly by Schottky 
family logic while pin 21 (X2) is left open. The typical 
threshold for pin 22 (XI) is V cc /2. 


Table 4. Typical Crystal Specifications 


Parameter 

Specification , 

DP8350 DP8352 DP8353 

Type 

At-Cut 

Frequency 

10.92MHz | 7.02MHz | 17.6256MHz 

Tolerance 

0.005% at 25°C 

Stability 

0.01% from 0°C to +70°C 

Resonance 

Fundamental, Parallel 

Maximum Series 
Resistance 

50Q 

Load 

Capacitance 

20 pF 


vcc 



Figure 6. Dot Clock Oscillator Configuration with 
Typical External Bias Circuitry Shown 


Custom Order Mask Programmability: The DP8350 
Series CRT controller is available in three standard op¬ 
tions designated DP8350, DP8352, and DP8353. The 
functional format of these devices was selected to meet 
the typical needs of CRT terminal designs. In order to 
accommodate specific customer formats, the DP8350 
series CRT controller is mask programmable with a 
diverse range of options available. The items listed in 
the program table worksheet indicate the available 
options, while Table 5 tabulates the programming con¬ 
straints. 


Table 5. Mask Programming Limitations 


Desig¬ 

nation 

Parameter 


Min. Max. 
Value Value 

f DOT 

Dot Rate Frequency 


DC 30 MHz 

f CHAR 

Character Rate Frequency 


DC 2.5 MHz 

— 

Line Buffer Clock Logic “O’ 
Width (Item 20 x Item 24 

) 

200 ns 

Item 3 

Dots per Character Field 
Width 


4 16 

Item 4 

Scan Lines per Character 
Field 


2 16 

Item 12 

Scan Lines per Frame 


512 

Item 14 

Character Times Vide< 

0 

5 122 

per Row Blankini 

g 

6 T23 

Item 11 

Scan Lines per Vertical 
Blanking 


(Item 4) 

+ 2 

If the cursor enable output, Item 22, is active on only one 
line of a character row, then Item 21 value must be either 
"I” or “0” or equivalent to the line selected for the 
cursor enable output. 
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DP8350 Series Custom Order Format Table 

This table is provided as a worksheet to aid in determining the programmed configuration for custom mask options. Refer 
to Table 5 for a list of programming limitations. 

Item 

No. 

Parameter 

Value 

1 

2 

Character Font Size 
(Reference Only) 

Dots per Character (Width) 

7 

Scan Lines per Character (Height) 

10 

3 

4 

Character Field Block Size 

Dots per Character (Width) 

7 

Scan Line per Character (Height) 

10 

5 

Number of Video Characters per Row 

80 

6 

Number of Video Character Rows per Frame 

25 

7 

Number of Video Scan Lines (Item 4 x Item 6) 

250 

8 

Frame Refresh Rate (Hz) (two pin selectable frequencies allowed) (Item 13 + Item 12) 

fi=60 

fo-50 

9 

Delay after Vertical Blank start to start of Vertical Sync (Number of Scan Lines) 

4 

30 

10 

Vertical Sync Width (Number of Scan Lines) 

10 

10 

11 

Interval between Vertical Blank start and start of Video 

(Number of Scan Lines of Video Blanking) 

20 

74 

12 

Total Scan Lines per Frame (Item 7 +Item 11) 

270 

324 

13 

Horizontal Scan Frequency (Line Rate) (kHz) (Item 8 x Item 12) 

16.2 

14 

Number of Character Times per Scan Line 

108 

15 

Character Clock Rate (MHz) (Item 13 x Item 14) 

1.7496 

16 

Character Time (ns) (1 - 5 - Item 15) 

571.6 

17 

Delay after Horizontal Blank start to Horizontal Sync start (Character Times) 

0 

18 

Horizontal Sync Width (Character Times) 

48 

19 

Dot Frequency (MHz) (Item 3x Item 15) 

12.2472 

20 

Dot Time (ns) (1 + Item 19) 

81.65 

21 

Vertical Blanking Output Stop before start of Video (Number of Scan Lines) 

(Range = Item 4 - 1 line to 0 lines) 

0 

22 

Cursor Enable on all Scan Lines of a Row? (Yes or No) If not, which Line? 

YES 

23 

Does the Horizontal Sync Pulse have Serrations during Vertical Sync? (Yes or No) 

NO 

24 

Width of Line Buffer Clock logic “0” state within a Character Time 
(Number of Dot Time increments) (Typically V 2 Item 3 rounded up) 

3 

25 

Serration Pulse Width, if used (Character Times) (See Figure 13) 

- 

26 

Horizontal Sync Pulse Active state logic level (1 or 0) 

1 

27 

Vertical Sync Pulse Active state logic level (1 or 0) 

1 

28 

Vertical Blanking Pulse Active state logic level (1 or 0) 

0 

Video Monitor: Manufacturer and Model No. (For Engineering Reference) 
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MM5034, MM5035 Octal 80-Bit Static Shift Register 

General Description 





The MM5034 octal 80*bit shift register is a monolithic 
MOS integrated circuit utilizing N-channel low threshold 
enhancement mode and ion-implanted depletion mode 
devices. 

The MM5035 is a 20-pin version of the MM5034 with 
the TRI-STATE output select feature omitted, for a 
simple data in/data out operation. 

The MM5034 is designed for use in computer display 
peripherals. All inputs and outputs are TTL compatible. 
The clocks and recirculate logic are internal to reduce 
system component count, and TRI-STATE® output 
buffers provide bus interface. Because of its N-channel 
characteristics, single 5V power supply operation is 
required. 

Simple interface to the NSC CRT DP8350 controller 
and character generator to incorporate an entire CRT 
terminal is feasible with the MM5034. 

Features 

■ Single 5V power supply 
* Internal clocks 

■ High speed and static operation 

■ TRI-STATE output buffer 

■ Recirculate and output select independent 

■ TTL compatible 

Applications 

The MM5034 is available in a 22-lead dual-in-line pack¬ 
age. 

■ CRT displays 

■ Computer peripherals 


Connection Diagrams 






Dual-in-Line-Package 

— VOD 


Dual-in-Line-Package 


RECIRCULATE-— 


RECIRCULATE — 


20 

—v 0D 

08 — 



oa — 


—A« 

07 — 


— *7 

07— 


— A7 

06 — 



01 — 


17 

— A6 

OS- 

04— 

MM5034 


05 — 

04 — 

MM 5035 

—A5 

—A4 

03 — 



03— 


—A3 

02 — 



02— 


— A2 

01 - 



01 — 


>— A1 

OUTPUT SELECT — 


■ii.c 

Vss— 


"—CLOCK IN 

vss— 


— CLOCK IN 


TOP VIEW 



TOP VIEW 
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MM5034, MM5035 Recirculate and TRI-STATE Operation 

Recirculate is used to maintain data in the shift register output of the last shift cell back to the input of the first 

after it has been loaded. While the shift register is being shift cell for each of the 8 registers, 

loaded, Recirculate must be at a logical "0". When the 

loading is completed, Recirculate should be brought to a For the output to be in the TRI-STATE mode Output 

logical "1". This disables the data input and feeds the Select should be at the logical T level. 


Typical Application 



T T 


FIGURE 2. CRT System Diagram Using the MM5034. MM5035 as a Line Buffer with DMA 
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NC7033 
MNOSEAROM 
21 x 16 (336 BIT) 


GENERAL DESCRIPTION 


APPLICATIONS 


The NC7033 is a low-cost 21 word by 16-bit electrically alterable 
nonvolatile memory designed especially for use in those systems 
which require secure, yet alterable, data storage. Data integrity is 
maintained for a minimum of one year between rewrites and is 
immune to sudden power outages. 

FEATURES 

• 21 x 16 Organization 

• Low-cost Packaging 

• Serial Input/Output 

• Fully Decoded Addressing 

• Single-word Alterable 

• Simple Interface Requirements 

• Simple Refresh Capability 

• Typical 10-year Unpowered Retention 


• Microprocessor Peripheral Memory 
e Backup Memories 

• Preset Frequency Tuning for TVs 
e Numerical Machine Controls 

• Process Controllers 

• Remote or Portable Data Acquisition Systems 

• Storage of Calibration or Test Constants 

• Programmable Locks/Security Systems 
e Non-Volatile Counters, Odometers 

• Programmable Games 

• Appliance Timer/Controllers 
e Event Monitors 

• Automatic Telephone Dialers 
e Traffic Lights 

e Utility Meters 




BLOCK DIAGRAM 


PIN CONNECTION 


( 8 ) 



v P (1) 
V DD (2) 
v ss (7) 



(4) (5) (6) 


(3) 


Nitron, Inc., 10420 Bubb Road, Cupertino, CA 95014 (408) 255-7550 TWX: 910-338-0222 


I 


Page D-l 


1 of 8 


























































Maint-pnanre Manual 


MTaaPCLD 


NC7033 

ABSOLUTE MAXIMUM RATINGS _ 

Operating Temperature 

Storage Temperature (Power Off) (NC7033L) 

Storage Temperature (Power Off) (NC7033P) 

Non-Powered Data Storage 
Voltage, any Pin except V P 
Voltage at V P , all others to V S s 

DC OPERATING CHARACTERISTICS 

T a = 0°C to +70°C, V ss * 10V ±1.0V, v DD = ov, V P 


A rtron 


_ 0°C to -f 70 e C 

__ -55°C to + 150°C 

__ -55°C to + 125°C 

_ -20°C to -H00°C 

__ V ss +0-3V to V ss -20V 

V SS +0.3V to V SS -36V 

-20V ± 1.0V 


SYMBOL 

PARAMETER 

PIN 

UNITS 

MIN 

TYP 

MAX 


TEST CONDITIONS 

•ss 

Vss Supply Current 

Vss 

mA , 



20 


All Modes 

>P 

V P Supply Current 

Vp 

mA 



8 


All Modes 

V OH 

Output High Voltage 

I/O 

V 

Vss-0.8 




I 0 h * 0.4mA, 

Vp * v P , V DD 

V 0 L 

Output Low Voltage 

I/O 

V 



Vdd+0.1 

3 

Iol * 0.25mA, v p * v p 


Vdd + 3.5 



Vp * v DD 

•OHS 

Output Short Circuit 

Drive Capability 

I/O 

mA 

6.0 


12 


V| H * V DD 

•OLS 

-8.0 


-20 


V| L * V SS 


Pull-Ups to V ss 

Cl. C 2 , C3, 4> 

tiA 

15 




V| H « V SS - 0.8V 



300 


V|L “ V 0D 

V IH 

V,L 

Input High Voltage 

Input Low Voltage 

I/O, C1.C2, C3, </> 

V 

Vss-0.8 


V SS +0.2 

I 


v DD 


v ss -♦.( 

5 



Pin Capacitance 

I/O, C 1t C 2 ,C 3> * 

pF 



10 


Pin to V ss 

N H 

Data Retention 

(Power Off or Standby Modes) 

- 


1.0 yr. 

3.0 yr. 



10 5 E/W cycles 

2.5 yr. 

10 yr. 



* 10 2 E/W cycles 


AC OPERATING CHARACTERISTICS 

T a = 0°C to +70°C, V ss « 10V ±1.0V, V DD = 0V, V P = -20V ±1.0V 


SYMBOL 

PARAMETER 

PIN 

UNITS 

MIN 

TYP 

MAX 

CONDITIONS 

FCL 

Clock Frequency FCL = IfTCL 

* 

kHz 



100 


'CLH 

Clock High Level Hold Time 

* 

flS 

5 


10 (1) 

See Figure 1A 

fCLL 

Clock Low Level Hold Time 

4> 

ns 

5 



*CL 

Clock Fall Time and Rise Time 

<t> 

flS 



1 

*erase 

Erase Time 

- 

ms 

150 

300 

450 

See Figure IE 

*WRITE 

Write Time 

- 

ms 

2.0 

4.0 

6.0 

t E /t W 

Erase to Write Time Ratio 

- 


50 

75 

100 

Iread 

Read Access Time (First Bit) 

I/O 


1 dock 
cycle 




•l 121 

Data Out Delay 

I/O 


50ns 


5.0 ms 

See Figure 1A 

«2 

Data In Setup 

I/O 

/IS 

2 



See Figures 1A, IB 

*3 

Instruction Setup Lead 

Cl. c 2 . c 3 

/AS 

2 



See Figures IB, 1C, ID, IE 

«4 

Input Setup Lag 

ns 

50 




V P Slew Rate 

Vp 

V//Asec 



1 

Power On, Off 

Nr 

Number of Read Cycles 

- 


10 9 

10 10 



n e 

number of Erase Cycles 

- 


10 5 

10® 



N w 

Number of Write Cycles 

- 


10 5 

10® 




NOTES: 1. Independent of clock frequency t^LH maximum it 10 m sec 

2. t-i applies only during data transition. 

3. Output external loading capacitance will be lOpF. 
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FUNCTIONAL DESCRIPTION 

The NC7033 336-blt Metal-Nitride-Oxide Semiconductor (MNOS) 
array is organized into 21 rows of 16 bits. Each bit of storage is 
actually a dual-transistor pair, differentially sensed, one of which is 
charged to represent a logic "I" or “0”. Each entire 16-bit row, or 
word, is individually addressable and alterable by means of three 
control lines (C 1f C 2 and C 3 ) and a serial input/output port. In addi¬ 
tion, the NC7033 utilizes advanced MNOS technology by eliminating 
the need for programming voltage (V P ) for all but ERASE and 
WRITE operations. 

Each operation is initiated by the proper sequencing of control lines 
followed by the appropriate 5-bit binary address code presented to 
the I/O port. The corresponding operation is then completed by the 
external clock. When not in use the NC7033 should be left OFF or in 
either a SETUP or STANDBY condition for maximum data retention. 
Pull up resistors and protection diodes are on C 1t C 2 , C 3 and clock 
inputs. I/O pull up is active only during SERIAL ADDRESS IN and 
SERIAL DATA IN. During SERIAL DATA OUT, I/O operates in a 
push-pull mode. All other modes I/O is high impedance. The follow¬ 
ing mode control functions are provided: 


TABLE 1 


c,' 1 ' 

c 2 (1 > 

c 3 (1 » 

Instruction 

Vp Wn ( *> 

0 

0 

0 

SETUP 

Vp 

0 

0 

1 

ERASE 

Vp 

0 

1 

0 

WRITE 

Vp 

0 

1 

1 

SERIAL DATA OUT 

Vp.V D0 ® 

1 

0 

0 

SERIAL ADDRESS IN 

Vp, v DD , 

HiZ 

1 

0 

1 

SERIAL DATA IN 

Vp. v DD , 

HiZ 

1 

1 

0 

READ 

Vp. v DD 

1 

1 

1 

STANDBY 

Vp. v DD , 

HiZ 


MOTES: 1. V„ «= 1, V L « 0. 

2. Vp can remain at its nominal voltage, or be switched to one of the 
conditions indicated. 

3. Speed and output level will be degraded with Vp held at V DD . 

Read Mode 

1. The (3-bit parallel) SERIAL ADDRESS IN instruction code is 
presented on C-|, C 2 and C 3 while the 5-bit serial address is 
shifted in on the I/O bus by five clocks. The 5-bit serial address 
utilizes a binary decoding scheme to address all 21 words. The 
most significant bit enters the chip first. 

2. The READ instruction is presented for one clock time. This 
catches the word from the new address in the NVM array and 
parallel-loads it into a shift register. During READ the I/O port has 
an active tri-state output. 

3. The SERIAL DATA OUT instruction is presented for 16 clock 
pulses, causing the data to be shifted out on the I/O bus. Data is 
handled on a first-in, tirst-out basis. If, after 16 bits of data has 
been read out the control lines are left in a SERIAL DATA OUT 
instruction code, the data will be circulated internally to allow 
further readout of the same data without access to the NVM array. 

Erase/Write Mode 

An ERASE must proceed a WRITE for any location for data to be 

valid. However, a location can be pre-erased and left in an erased 

state anytime prior to the next write. 

1. The address is changed, if necessary, in the same manner as in 
the read mode. 


2. Data is serially loaded onto the chip by presenting the SERIAL 
DATA IN instruction for 16 clock pulses. 

3. The SETUP instruction is presented for one dock pulse. 

4. The ERASE instruction is presented for a nominal 300msec: this 
erases only the addressed word. 

5. The SETUP instruction is presented again for one clock pulse. 

6. The WRITE instruction is presented for nominal 4 milliseconds. 
This transfers the data to the selected address in the NVM. 

If a location is written without an intervening erase cycle and with 
different data the result will be a random readout because both 
transistors in the bit-pair will be in a high state. 

Erase Mode 

In addition to the ERASE/WRITE sequence described above for an 
individual word address, all or part of the NC7033 can be pre-erased 
and left ready to initiate a WRITE sequence. Such would be the case 
if the NC7033 were to be used as a backup memory and data 
transferred in the event of a power failure. 

1. The address is changed in the same manner as in the readout. 

2. SETUP instruction is presented for one clock pulse. 

3. ERASE instruction is presented for a nominal 300msec. 

4. SETUP instruction presented again for one clock pulse. 

5. Address is changed again as in #1 above and process repeated 
as often as desired. 

It should be noted that because the ERASE mode brings both 
transistors in the bit-pair to a low state, it does not return the data to 
an all-logic "O” state but rather acts as a preconditioning to the array 
for the next WRITE pulse. If a READ is performed after a location has 
been erased but not rewritten the result will be a random pattern 
readout. 

Standby 

The STANDBY instruction puts the memory in a quiescent state 
where the output is high impedance and the clock is ignored. 

Clock 

The clock performs two functions; it enables mode changes and 
moves address and data information on the I/O line. A clock pulse is 
necessary only to enter or exit a mode and can be turned off during 
Erase, Write, Setup and Standby. Clock can stop during any of the 
remaining modes (SERIAL ADDRESS IN, SERIAL DATA IN, SE¬ 
RIAL DATA OUT) but data movement will be halted. 

Setup 

The SETUP instruction is necessary for the ERASE and WRITE 
modes. It isolates the particular addressed row and prevents ad¬ 
joining rows or words from being inadvertently disturbed. The 
NC7033 can be left in SETUP without any loss of performance. 

Retention 

Data retention is a measurement of data validity between refresh 
(rewrite) cycles. The ability to alter data yet retain it during power 
interruptions is unique to MNOS-LSI. Both features of alterability and 
retention are interrelated and require clarification. The time in which 
data remains valid is inversely related to the number of rewrite/re¬ 
fresh cycles (see Figure 2). Excessive overstress of the nitride layer 
by too many erase and write cycles diminishes its ability to retain a 
charge. 

Typically, long retention is not required for most applications. Data is 
normally altered or rewritten long before there is any danger of loss. 
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“i- 1 - 1 - 1 -t-r 

10 ’ 10 * 10 s to* 10 * 10 * 

NUMBER OF WRITE/ERASE CYCLES 


Figure 2. Retention Characteristics of MNOS. 

INSTRUCTION SEQUENCES 

With the exception of the ERASE mode, instructions may be pre¬ 
sented in any random sequence without disturbance of data stored 

in the MNOS array. For the Erase mode the instruction sequence 

SETUP-ERASE must be followed. 

Normal sequence of operation is as follows: 

1. Power On (and Off) should be made in the absence of SETUP, 
ERASE or WRITE instruction codes. The power supplies then 
can be turned on or off in any sequence without disturbance of the 
data. Note that when V P is open circuit or at V DD the data in the 
array is always protected indpendent of the instruction being 
clocked in. 

2. Select SERIAL ADDRESS IN command. 

3. Chip is addressed for five clocks to enter five bits of address. The 
5-bit binary address code (00000 to 10100) shifts the MSB into 
the chip first (see Figure 1B). 

4. Other functions on the selected address can be performed as 
shown in Figures 1C, ID and IE. 
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SERIAL ADDRESS IN DECODING 





TYPICAL INTERFACE SCHEMATICS 

+*v 

T 


so- 

♦«v 

? 



V 0 o 


v ss 

CPU 


I/O 


NC7033 


/L_K 



V 

c, 


\T~V 



Cj Vp 

Cj 





VO V 0D 

~ T~ 


JO 
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